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GRINNELL INSTALLS COMPLETE SPRINKLER SYSTEM WITHOUT DISTURBING AUTOMOTIVE 
ASSEMBLY LINE Grinnell Sprinkler Systems are completely engineered, whenever possible, for 
quick installation with a minimum of down time or disruption of normal routine. Grinnell shop- 
fabricates superior Grinnell-made parts — and delivers them on time to meet tight schedules. 
They are erected by skilled crews who specialize in sprinkler installations only. Г1 That's why 
there’s a big difference in Grinnell Sprinkler installations. Big insurance savings, too... with 


reductions in premiums often 50 to 90%. For more facts, | | N NI EL B 
write Grinnell Company, Inc., Providence 1, Rhode Island. G | : 504 М d 


Grinnell Duraspeed® Sprinkler is superior in speed, 
spray distribution and durability. 


8 A.M. SATURDAY 8 A.M. MONDAY 


Within 48 Hours! . . . Saturday, 8 a.m., Grinnell “task force" arrived after assembly line shutdown for week-end. 
Entire prefabricated sprinkler system — sprinklers, fittings, pipe hangers, valves — was expertly installed 
without delay, error, or cutting corners. 


Without Production Loss! . . . Monday, 8 a.m., job is completed, assembly line rolling on schedule. Thanks to 
another Grinnell ‘‘beat-the-clock” installation, a big-three auto manufacturer got its automatic sprinkler system 
without losing a single hour of production! 


M. RECORD (Vol. 124, No. 4, October 1958) is | published. ‘monthly; — May 1958 prem semi-monthly, by F. W. Dodge Corporation, 10 Ferry 
WESTERN EDIT Street, Concord, үү Н. Editorial and executive offices: 119 West 40th Street, New York 18, New York 
$5.50 per year in U. S., U. S. Possessions and Canada: Second-class mail privileges authorized at. Concord, N. H. 
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SPEAKMAN’ fittings 


for proven performance 


.». complete 


ANYSTREAM® self-cleaning shower head with new AUTOFLO water 


client satisfaction control. The original American-made no-drip shower head that adjusts 


instantly to needle, normal or flood spray as desired. 


SENTINEL® balanced pressure mixing valve will positively hold SI-FLO® quiet operating flush valve eliminates water hammer, line 
shower discharge temperature regardless of fluctuations in hot or throttling and closing noises. Easy installation with 35" = adjust- 
cold water supply line pressures. ment in 434" roughing; only one moving part; external adjustment 


controls water volume. 


Modern "easy-push" metering fittings are self-closing, non-hammer- COMMANDER® showers and fittings are unmatched for beauty, de- 


ing, non-dripping and water saving. Available for lavatories, showers, pendability and long wear. The one line that outperforms and 
wash-ups and as basin and ice-water faucets. outwears all others. Precision made with monel parts. 
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Electrical flexibility and wider 
pans with Granco's new Cof r 


ELECTRICAL FLEXIBILITY. Electrical needs 
of today and tomorrow are easily satisfied by 
blending in one, two, or three cell E/R Cofar 
units with sections of standard Cofar. 
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LESS FRAMING. Cofar reinforced concrete 
construction permits wider spans, saves on struc- 
tural framing costs, speeds up building comple- 
tion and permits earlier occupancy by the owner. 


PRE-SET INSERTS. Costly concrete drilling is 
eliminated by optional pre-set inserts. Install 
outlets after building is occupied! After-set 
inserts may also be used with E/R Cofar. 


[а 1957, Granco introduced a totally 
new method of providing raceways for 
electrification, plus reinforcing and form- 
ing of floor slabs—all in one operation! 


Today, the Granco product that made it 
possible—Cofar— is available in a new 
pattern and longer lengths that extend 
effective span range to 16’. 


E/R Cofar units—wide troughs capped 
to form spacious raceways for wiring — 


are used between standard Cofar units 
to provide electrical flexibility at lowest 
possible cost. Both E/R. units and “new 
pattern" Cofar have T-wires welded 
across corrugations to furnish necessary 
temperature reinforcing and mechanical 
anchorage between concrete and steel. 


CHECK THESE MONEY-SAVING FEATURES 
OF THE E/R COFAR SYSTEM 


A low-cost, high-strength floor with 


GRANCO 


complete electrical flexibility • No wasted 
fill - Eliminates conventional forms • 
Units easily handled and quickly placed • 


Provides immediate working platform. 


New-pattern Cofar and E/R Cofar may 
now be ordered through Granco distribu- 
tors from coast to coast. For more infor- 
mation, contact your local distributor or 
mail coupon below. 

e Visit Granco Booth #34, A.I.A. Convention! 


MAIL THIS COUPON FOR 
COFAR-E/R COFAR MANUAL 


Free 24- page booklet gives complete de- 
scription, uses, advantages, specifications, 
and design data on Cofar—E/R Cofar 
floor system. Mail coupon to Granco ad- 
dress shown at left. Attention: Dept. R-810, 


l—————  ÉP— ín: 


Name 
Title. 
Firm 
FIRE- RETARDANT. In a recent 2-hour UL A ка 
: Subsidiary of 
fire test, Cofar became the first electrified cellu- , Address 
à Á GRANITE CITY STEEL CO. 
lar floor system (with header ducts and junc- Gees Навка in Aum 
tion boxesin place) to earn a fire-retardant rating. Than 100 Principal Cities City. State 
QUR CATALOGS ARE FILED IN SWEETS! Ll pense r€——————————— 9 — 
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New world architecture 


in old world setting... 


Wrought Iron Pipe helps make it work 


КИТКЕН 
ЫССАР э 
ERAS RKB S кк» $ © TM 
ата 
cer 
ЕКШЕ 


stres $ $ EL. va 
: d Bet9deesoror 


ini нинин 
Акжал» ipt Mee 
oc EIUS. 


"ES $ id аккуба. 
ааз ТЕ 
34 ненен НТН 24549994 ТЯ 


Setar 
ааа 


ee 


United States Embassy for New Delhi, India. Edward D. Stone, A.I.A. 


Behind the lacy pattern of this veiled exterior wall, man's oldest ferrous metal promises piping permanence. Peter 


W. Bruder Associates, New York, N.Y., specified Wrought Iron Pipe here for soil, waste vents, and downspouts. 
Note: Now — from Byers Research — there's an even better Wrought Iron for modern corrosion control: 


new 4-D Wrought Iron. It is available for your design considerations in tubular and hot rolled forms. Write for new 
4-D Wrought Iron literature. A. M. Byers Company, Clark Building, Pittsburgh 22, Pennsylvania. Ж 
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BUILDING TYPES STUDY: SCHOOLS 


The growing tide of children that swamps our school facilities is es- 
pecially pressing in the neighborhood of the cafeteria. A well known 
firm of school architects, Perkins & Will, has studied the problem in- 
tensively, has worked out a series of recommendations for architects 
which will lead off our November study. A portfolio of schools with 
interesting feeding arrangements is included. 


HOUSES—HOUSES 


In their own circles all architects are automatically experts in house 
design, provided that they keep up with the pace setters. A mid-term 
house feature—midway between one Mid-May extra edition on houses 
and the next one—will constitute the middle portion of the November 
number. 


HOW IS BUSINESS GOING TO BE? 


With the ripples of recession just about played out, at least on a 
national basis, architects are more than usually sensitive to business 
trends. As usual in November, F. W. Dodge economists will present 
their preview of future construction potentials for the coming year. 
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Dramatic 
Concrete Ramp 

at New York 
International 
Airport Provides 
Graceful Access Жашы. 
to Arrival Building 


“Gateway to the Stars" —at Idlewild Airport—is a curving 
reinforced concrete promenade which connects with a pre- 
stressed concrete bridge leading to the Arrival Building. 


Imaginative and daring in design, this strikingly modern 
ramp, set on widely spaced concrete columns, skirts the edge 
of the broad circular reflection pool in a graceful sweep. 


The bridge which leads through the 11-story control tower, 
is fabricated of prestressed concrete channel beams made 
with 'Incor'*, America’s FIRST high early strength portland 
cement, and also utilizes widely spaced columns. 


Well-integrated designs, coupled with concreting know-how, 
make this a quality job of highest order. Artistry in concrete 
has been achieved, plus an all-important economy that lasts 
for the life of the structure, making the most of today’s con- 
struction dollars. "RE US, BAT. ОЕР; 


THE / STARS 


NEW YORK INTERNATIONAL AIRPORT 


Arrival Building Reflection Pool and Elevated Promenade 


Owner: PORT OF NEW YORK AUTHORITY 


Design 


SKIDMORE, OWINGS & MERRILL (Building and Bridge) 
Associate: WALLACE K. HARRISON 
HERBERT FLEISCHER (Pool and Ramp) 
All of New York City, N. Y. 


Contractor: TULLY & DI NAPOLI, INC. (Bridge, Ramp, Pool) 
Flushing, New York 


Prestressed Bridge Beams 


PRECRETE, INC. Flushing, New York 


Soil Cement: FRANK MAMORALE, INC. 
Glen Cove, New York 


Masonry: 


TEACO CONSTRUCTION CORPORATION (Pool, Ramp) 
Bronx, New York 


Lone Star Materials supplied by | 


COLONIAL SAND & STONE CORPORATION 


GENERAL BUILDERS SUPPLY CORPORATION 
Both of New York City, N. Y. 


LONE STAR CEMENT 


CORPORATION 


Offices: ABILENE, TEX. . ALBANY, N. Y. . BETHLEHEM, PA. 
BIRMINGHAM +» BOSTON «+ CHICAGO + DALLAS • HOUSTON 
INDIANAPOLIS • KANSAS CITY, MO. • LAKE CHARLES, LA. • NEW ORLEANS 
NEW YORK + NORFOLK + RICHMOND + SEATTLE • WASHINGTON, D. C. 


LONE STAR CEMENT, WITH ITS SUBSIDIARIES, IS ONE OF THE WORLD'S LARGEST 
CEMENT PRODUCERS: 21 MODERN MILLS, 48,900,000 BARRELS ANNUAL CAPACITY 


one STA, = 


LONE STAR CEMENTS COVER 
THE ENTIRE CONSTRUCTION FIELD 
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NATIONAL BUREAU OF STANDARDS 
Tests Reveal That 
MINERAL WOOL GIVES ITS BEST PERFORMANCE 


when covered top and bottom with Aluminum Foil 
and installed MID-SPACE 


Its thermal values, in the horizontal posi- 
tion for up-heat-flow were found to have the 
following order of decreasing effectiveness: 


1. Mineral wool enclosed with foil top 
and bottom, and installed mid-space. 
(Best.) 


2. Foil top and bottom; bowed into the 
space from the warm side. 


3. Foil top and bottom; laid in so the 
only reflective space is on top. 


4. Aluminum-coated paper on top in- 
stead of foil. 


5. With foil only on bottom and laid in, 
or no aluminum. 


The tests are reported in a booklet en- 
titled, “Thermal Resistance of Airspaces and 
Fibrous Insulations Bounded by Reflective 
Surfaces.” (BMS 151.) They were conducted 
by a team of scientists headed by H. E. 
Robinson of the National Bureau of Stand- 
ards. They supplement and summarize previ- 
ous tests made by Mr. Robinson reported in 
Housing Research Paper 32, “The Thermal 
Insulating Value of Airspaces." 


PERFORATED FOIL 


They found many other important 
things; for instance, that for up-heat-flow a 
single foil membrane, pierced all over with 
minute perforations, resists heat flow sub- 
stantially as well as unperforated foil. But for 
down-heat-flow, resistance was 20% less with 
perforated compared with unperforated foil, 
because of the radiation through the 
perforations. i 


THERMAL FACTORS OF MULTIPLE 
ALUMINUM PARALLEL AIRSPACES 


The Bureau of Standards also found, 
and offers in this booklet, a method for de- 
termining Resistance factors of airspaces, 


ARCHITECTURAL RECORD October 1958 


which anyone can use; by means of which 
Infra Insulation engineers compiled the fol- 
lowing chart. 


CHART—MULTIPLE ALUMINUM and PARALLEL AIR SPACES 
Number of Depth of 


Direction THERMAL VALUES 
Reflective inner of Heat 
Spaces Spaces Flow U C R 


.043 
.029 


3" 
4 


UP 
DOWN 


UP 
DOWN 


UP 
DOWN 


p UP 
g &1 Horizontal . 
DOWN 


UP 
l' Horizontal . 
DOWN 


*Each space is reflective, and parallel, with at least 
1 surface of aluminum foil of 3% emittance. 


A free copy of this most significant Gov- 
ernment bulletin, which has many more find- 
ings, may be had by mailing the coupon to 
Infra Insulation, Inc. 


Infra Insulation Inc., 525 Bway., N. Ү., N. Y. Dept. R tO 
Please send Government booklet BMS 151. 


NAME 


FIRM 


KIND OF BUSINESS 


ADDRESS. 


Who’s Who in Architecture 


The new edition of Who’s Who in 
America lists 495 architects—sixty 
more than the 1950-51 edition, the 
last previous one to include a voca- 
tional index—and puts architects 
twenty-ninth in frequency among 
vocational groups listed. Among the 
97 vocational classifications (includ- 
ing a miscellaneous *Other"), law- 
yers are the most numerous group 
(3519) ; clergymen (1485) are eighth 
in frequency; and physicians (1354) 
are ninth. But businessmen—whose 
listings are assigned to several sep- 
arate classifications according to 
their various fields of operation—are 
actually the largest vocational group, 
totaling 26.7 per cent of the current 
listings (compared with seven per 
cent for lawyers, 2.9 per cent for 
clergymen, 2.7 per cent for physi- 
cians and .1 per cent for architects) ; 
and educators, also spread among 
several classifications, constitute 12.9 
per cent of the listees. 


Creativity and Architects 


What are creative architects like? 
In what ways do they resemble, and 
in what ways differ from, highly 
creative and original workers in 
other fields: writers, painters, com- 
posers, engineers, research scientists, 
theoretical physicists and  mathe- 
maticians? Answers to such ques- 
tions as these are being sought by 
the Institute of Personality Assess- 
ment and Research at the University 
of California in Berkeley. The In- 
stitute, established in 1949 through 
a grant from the Rockefeller Founda- 
tion, has as its research objective the 
study of individuals who function 
with high effectiveness. Currently, 
aided by a five-and-a-half-year grant 
from the Carnegie Corporation of 
New York, the Institute is engaged 
in a study of creativity, seeking to 
discover those characteristics which 
differentiate highly creative individ- 
uals from less original and creative 
persons; investigating the processes 
whereby fresh insights arise, inven- 
tive solutions are achieved, and new 
media for artistic expression are dis- 
covered; and searching those aspects 
of the life situation or social or cul- 
tural milieu of individuals which 
facilitate or inhibit the appearance of 
creative thought and action. The In- 


stitute asks experts in the various . 


fields to nominate colleagues whose 


гне пвсоко reports Perspectives 


work is distinguished by a high level 
of creativity; the nominations for 
the architectural study were made by 
a panel of five faculty members. of 
the College of Architecture of the 
University of California. Partici- 
pants go to Berkeley as guests of 
the Institute for several days of 
meetings with staff psychologists 
and each other. “Architects appear 
to constitute an especially significant 
group in any study of creative per- 
sons and the creative process,” says 
Dr. Donald W. MacKinnon, director 
of the Institute. “The truly creative 
architect must reconcile in his work 
opposites of temperament and skill, 
just as in his contribution to social 
planning he must face the opposing 
demands for conformity and crea- 
tivity. There is probably no profes- 
sional group from which we can hope 
to learn more about the prerequisites 
for creativity than architects.” 


Another Revolution for Stores? 


As the Building Types Study in this 
issue indicates, today’s shopping en- 
vironment is affected by innumerable 
factors the old Main Street emporium 
never dreamed on. Now comes a 
New York advertising agency to sug- 
gest tomorrow’s Main Street is the 
“thin ribbon of concrete” to be laid 
out over the next 12 years in the 
nation’s $100 billion highway pro- 
gram; and that the “highway store" 
—by which is not meant the shopping 
center—will be the focus of “The 
Next Great Retail Revolution.” A 
new merchandising study by E. B. 
Weiss, director of merchandising for 
Doyle Dane Bernbach Inc., analyzes 
the effects on retailing of such recent 
projects as the New York State 
Thruway and Boston's Route 128 to 
support its thesis that "shopulation 
mobility" resulting from the rapid, 
drastic transformation of the U.S. 


highway system may support a $20: 


billion increase in retail volume for 
stores in highway locations other 
than shopping centers over the next 
ten years. The study notes that the 
“total freedom" enjoyed by store 
architecture on the highway—a solo 
operation, compared with the com- 
munal affiliations of a shopping cen- 
ter tenant— is developing “new 
physical concepts” to meet the unique 
requirements of the highway shopper. 
For one thing, the store as a giant 
show window to attract passing 
motorists, not foot traffic—and by 


night (nocturnal shopping is very 
important in highway retailing) as 
well as by day. For another, store 
units of enormous size: the “super” 
(food, drug, furniture—what-have- 
you) store with a wide variety of 
unrelated merchandise is a natural 
for the highway location. For still 
another, drive-in stores—and even 
a few experimental drive-through 
stores. “From the highway hamburg 
stand to the highway million-sq-ft 
retail emporium,” says Mr. Weiss, 
“is the next destination of mass re- 
tailing.” 


Strangers and Friends 


At the beginning of a year in which 
the 78-year-old Architectural League 
of New York is undertaking a seri- 
ous and provocative series of pro- 
grams to examine the state of “col- 
laboration of the building arts" (its 
own special and perpetual purpose), 
guest speaker Victor Gruen—an ar- 
chitect who is no stranger to any art 
—had some practical observations to 
offer. “The whole field of integration 
of arts with architecture has a strik- 
ing similarity to the problem of the 
weather—everybody talks, but no- 
body does anything about it.... 
Art and architecture are like two 
people who haven't seen each other 
since early childhood and suddenly 
meet again, acting clumsy and awk- 
ward. Their communications are slow 
and troublesome. They have grown 
apart over the years. They can't re- 
member each other's faces and char- 
acteristics, and both feel upset about 
the peculiarities which each of them 
has acquired in the long years of 
separation." As for the client: “We 
have to convince him that an inspir- 
ing environment, that, indeed, ex- 
pressions of art, are good for busi- 
ness. He wants it to be proven to 
him that the capital investment in 
art can be amortized Ser rom and 
profitably. Inasmuch as these are 
facts which can be proven to be true, 
we are not engaging in any devious 
activity if we proceed along these 
lines.” And finally: “The public, 
which for a century and a half has 
seen art only in the zoos of museums 
and art galleries, is bewildered and 
scared if it meets up with the beasts 
outside their cages. Maybe art, when 
let out of the cages, should, at least 
for a time, not roar too loudly, in 
order not to create the panicky 
screaming ‘The lions are loose!’ ” 
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A Record Special Report 


FOUNDATIONS AND ARCHITECTURE: A LOOK AT SOME PROMISING CURRENT EFFORTS 


The activities this year of at least a 
dozen of the larger philanthropic 
foundations will have a direct and 
significant effect upon the field of ar- 
chitecture, and the influence of many 
other similar institutions will make 
itself felt indirectly. 

A recent RECORD survey suggested 
four major areas of foundation ac- 
tivity bearing directly upon the in- 
terests of architects. These can be 
categorized as Urban and Regional 
Planning, Hospitals and Educational 
Facilities, Housing and Housing for 
the Aged, and Basic Research by in- 
stitutions or individuals. 


Urban Planning 


Two of the largest foundations are 
sponsoring contrasting methods of 
research into problems of urban 
planning. The Ford Foundation’s ap- 
proach is primarily through the me- 
dium of the understanding and con- 
trol of economic conditions, while the 
Rockefeller Foundation has been fi- 
nancing a series of studies of the 
esthetic aspects of urban design. 

The Urban Program of the Ford 
Foundation has made a series of 
grants during the last three years to 
support such varied projects as a 
citizen’s seminar at Boston College 
to pool information on metropolitan 
conditions, an ACTION research 
project on impediments to better 
housing and a 25-year projection of 
the economy of the New York metro- 
politan area made by the Regional 
Plan Association of New York. The 
latest grant in this program will fi- 
nance a study of the Detroit metro- 
politan area which will draw on 
many sources of information, politi- 
cal scientists and civic officials, econ- 
omists, planners and architects. 

The Rockefeller Foundation has 
made grants to the Graduate Pro- 
gram in City Planning at Yale, to 
M.I.T., and to the Institute for Ur- 
ban Studies at the University of 
Pennsylvania. The grant to Yale is 
being used to study esthetic prob- 
lems in the urban fringe, while two 
grants to the University of Pennsyl- 
vania will be used to finance a series 
of monographs on the design of 
open spaces and a four- or five-volume 
history of cities in Europe, Asia and 
Africa. The Institute for Urban 
Studies will also conduct a survey of 
publications on urban design under 
another grant from the Rockefeller 
Foundation. 


The Twentieth Century Fund, 
which differs from many other foun- 
dations by selecting its own director 
and staff for the research projects it 
undertakes, is conducting a popula- 
tion study of the Northeastern sea- 
board under the direction of Jean 
Gottmann. This study is investigat- 
ing the consolidation of population 
patterns into what the interim re- 
port terms “Megalopolis.” 

Many foundations have aided ur- 
ban redevelopment and planning at 
the local and regional level. The Kel- 
logg Foundation gave three quarters 
of a million dollars to establish an 
Institute of Community Develop- 
ment at Michigan State University, 
and recently announced a grant of 
almost a million dollars to aid rede- 
velopment in Battle Creek. In Pitts- 
burgh the various Mellon Founda- 
tions have recently completed assem- 
bling the land for a regional park 
system, and the Mellon Educational 
and Charitable Trust has financed 
other civic improvements in the past, 
notably Mellon Park. 


Hospitals and Education 


Many foundations help to finance 
the construction of hospitals and ed- 
ucational facilities. For example, the 
Duke Endowment has devoted a 
large part of its program to financ- 
ing hospitals and orphanages in 


: North and South Carolina, and the 


Kellogg Foundation has assisted in 
the construction or modernization of 
a number of Michigan schools, and 
has also contributed funds towards 
the building of hospitals and health 
centers. One foundation, the Olin 
Foundation, has chosen to devote it- 
self solely to providing buildings for 
educational institutions. 

In the field of research, the Kel- 
logg Foundation has helped finance 
a study by the American Hospital 
Association of future needs for hos- 
pital facilities, and the newly-created 
Educational Facilities Laboratories 
of the Ford Foundation will finance 
studies of the innovations in school 
facilities required by changing cur- 
riculum requirements and will coor- 
dinate and publish the information 
gained. 


Housing and Housing for the Aged 
A number of foundations such as 
the Lavanberg Foundation and the 
United Housing Foundation special- 
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ize in the field of housing. The former 
is sponsoring several investigations 
into the problem of integrating pub- 
lic housing projects with the com- 
munity life of New York City and 
the United Foundation conducts re- 
search and gives advice and aid to 
groups seeking to set up middle in- 
come housing cooperatives. 

The problem of housing the aged 
is one of the topics covered in the 
Ford Foundation’s program con- 
cerned with problems of the aging. 
This program is financing a five-year 
research project on housing arrange- 
ments for older persons which has 
been undertaken by Western Reserve 
University and the Welfare Founda- 
tion of Cleveland. The Ford Founda- 
tion recently announced a grant to 
the Housing Research Bureau at 
Cornell University for a similar 
study. 


Basic Research 


The foundations also finance many 
of the researches of a theoretical and 
scholarly nature that are carried on 
each year by various individuals and 
institutions; and many of these 
studies have a bearing on architec- 
ture. 

The list of this year’s Guggen- 
heim Fellows includes two architec- 
tural historians, Mrs. Ada Louise 
Huxtable and Dr. William Bell Dins- 
moor, and a ceramist, Frans Wilden- 
heim, who will carry out studies of 
ceramic sculpture as it relates to ar- 
chitecture. 

The latest list of grants of the Na- 
tional Science Foundation includes 
several of interest to architects, 
among them a grant of $36,000 for 
a three-year study of the dynamic re- 
sponse of reinforced concrete slabs 
to be directed by J. L. Waling of the 
department of Civil Engineering at 
Purdue University and a grant to the 
University of Illinois to finance a 
five-day conference on Plain Con- 
crete. 

“Creativity” itself is being studied 
at the Institute of Personality As- 
sessment and Research of the Uni- 
versity of California and at the Uni- 
versity of Chicago under grants 
from the Carnegie Corporation. At 
California this fall the Institute, 
which ^ was established in 1949 
through a grant from the Rockefel- 
ler Foundation, will begin a study of 
creativity in architecture to be di- 
rected by Donald W. Mackinnon. 


Now! This kind of 


termite damage can 
be prevented with 
TERMIBAR 
installed under 
foundation. 


ROUES ИНЕ 


A TERMITE KILLER & VAPOR BARRIER IN ONE EASY-TO-LAY PRODUCT 


AMAZING 
NEW || D 


TERMITE KILLER 


Rugged Polyethylene film laminated to membrane saturated with lethal Dieldrin. 


TERMIBAR* 


Protects your houses from termites and moisture. 


e stops and kills termites, prevents. • saves labor costs; costs less per sq. 


costly damage. ft. than any other combination of 
e seals out moisture; prevents rot; termite preventative measures. \ 
exceeds FHA minimum require- • gives new homes a powerful * hidden 
ments for vapor barrier under slab value" selling point, 
and in crawl space. e available in rolls of 550 sq. ft., 6 ft 
e stops and kills ants; prevents harm- wide by 91% ft. long. | 
ful infestations. e ideal for slab construction, under the 


basements of new homes in damp, 
high-termite areas and in the crawl 
spaces of homes already built. 


SEND FOR FREE BOOKLET 


giving details and instructions for use. 


BIRD & SON, INC., 
Dept AR-IO, Е Walpole, Mass . 
Please send me Bird Termibar literature 


; Гат L] Architect C] Builder C] Dealer 
Termite killer and v C] Other 


NAME 


BIRD & SON, INC. 
E. WALPOLE, MASS.; CHICAGO, ILL; 


BIRD А Wo ADDRESS 
& SON, inc. * ; s : 
CHARLESTON, S. C.; SHREVEPORT, LA. NS с p p 
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Buildings in the News 


The Mary Cooper Jewett Arts Center, now 
| nearing completion at Wellesley College, 

r Mass., with the Galen L. Stone Tower, the 
campus landmark, in the background. For 
its sensitive response in scale and mood to 
the sensitive problem of a new building in 
the Collegiate Gothic setting of a lovely old 
campus, this building seems certain to þe- 
come a new landmark in campus architec- 
ture. Paul Rudolph, Architect; Anderson, 
Beckwith & Haible, Associated Architects; 
Sasaki & Novak, Landscape Architects; 
Goldberg, Le Messurier Associates, Struc- 
tural Engineers; Stressigner, Adams, Ma- 
guire & Reidy, Mechanical and Electrical 
Engineers; Bolt, Beranek & Newman, 
Acoustical Consultants; George A. Fuller 
Co., General Contractor 
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Chapel for Temple Е 
concrete half-hexagonal units, to be laid up in a running bond. This continuous structural 
skeleton will be filled with colored glasses. Roof structure is still under study. Architects: 
Davis, Brody & Wisniewski 


New building for United States Mission 
to the United Nations, to cost $3.7 million, 
will get under way next month at 45th 
Street and U.N. Plaza, directly across the 
street from the U.N. General Assembly. 
The building will comprise a 12-story-and- 
basement office wing, an adjoining service 
core and a two-story-and-basement audi- 
torium. A screen of cream-white cast stone 
on the office wing will form a series of 
hexagonal frames for a floor-to-ceiling glass 
curtain wall and, with a 14-in. overhang, 
provide natural light and sun control for 
an all-air conditioned glass building. Archi- 
tects: Kelly & Gruzen. Structural Engi- 
neers: Harwood & Gould. Mechanical Engi- E. СУРСЕ 
neers: Slocum & Fuller Santa Monica, Cal., Civic Auditorium has ornamental жолегерә grill, ТЕ alus hue d "Понте 

floor": hydraulically operated tilting platform makes two thirds of the auditorium floor, 

helps equip building for everything from basketball and trade shows to symphony and opera. 

Architects: Welton Becket and Associates. General contractors: C. L. Peck; Millie & Severson 
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Scaffolding on the East Front of the U. S. IBM Research Center to be built on 224-acre site in Yorktown Heights, N. ж will follow 
Capitol, in preparation for the work of the general east-west contour of the site. With 450,000 sq ft of floor area, it will be the 
measuring and making casts for reproduc- largest single IBM research laboratory; it will also be administrative headquarters for all 
tion in marble after extension IBM laboratories. Architect: Eero Saarinen 
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Buildings in the News 


A CHAPEL THE ARCHBISHOP OF BOSTON WOULD LIKE TO BUILD 
Designed by Thomas F. McNulty 
and Mary S. Fawcett for a Boston 
exhibit of religious art and archi- 
tecture, this chapel of concrete and 
stained glass (9000 sq ft of it) found 
a would-be client when the Most 
Rev. Richard J. Cushing, Archbishop 
of Boston, was brought to see it. 
Still to be located are a site and half 
the $400,000 estimated cost—the 
Archbishop, who has offered to pro- 
vide the other half, observes that 
“there are many devotees of art but 
there are few who are willing to 
contribute.” The chapel would have 
an asymmetrical roof of conical 
shells, walls of stained glass (for 
which Gabriel Loire of Chartres has 
done the sketches) and elliptical 
plan with the altar off axis but made 
dominant by the seating arrange- 
ment and its relationship to the roof. 


central cylinder which shelters the altar and admits light from its ceiling intersection while 
acting as a column. Shells would be formed on the ground, lifted into place and grouted to 
each other and the intersection beam 


А " E 
LONGITUDINAL SECTION SCAL | a улаш з 
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" o NN more HES — m" - 4h CREME itt 
Top: General Motors Technical Center, Warren, Mich.; Eero Saarinen and Associates, 
Architects—— Smith, Hinchman and Grylls, Associates. Center: “Falling Water," the E. J. 
Kaufman house, Bear Run, Pa.; Frank Lloyd Wright, Architect. Above: the Robie house, 
Chicago; Frank Lloyd Wright, Architect 


Sullivan, Architect. It was begur in 1899, 
the only 19th century “wonder” 


velopment Center tower, Racine, Wis.; 
Frank Lloyd Wright, Architect 


Seven “Wonders of Architecture” 
Named in Special Survey 


The buildings shown on this page 
were chosen as the “Seven Wonders 
of American Architecture" in a sur- 
vey of 500 American architects re- 
cently conducted by Asher B. Etkes 
Associates Inc., a New York public 
relations firm. Three of the seven 
“wonders” were designed by Frank 
Lloyd Wright; all but one are 
twentieth century buildings. Run- 
ners-up in the survey included: 
Louis Sullivan's Wainwright Build- 
ing, St. Louis, and Auditorium, Chi- 
cago; the Lincoln Memorial, Wash- 
ington, D. C. by Henry Bacon; Mies 
van der Rohe's Seagram Building, 
New York; the old Campus of the 
University of Virginia and Monti- 
cello, both by Thomas Jefferson ; and 
H. H. Richardson's Trinity Church 
in Boston. 


Above: Rockefeller Center, New York City; 
Reinhard & Hofmeister, Corbett, Harrison 
& MacMurray, Hood & Fouilhoux, Archi- 
tects. Below: Lever House, New York City; 
Skidmore, Owings & Merrill, architects 
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A Report On 


In Architecture: 


Six Advantages for Function 


and Appearance 
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The recurrence of copper and copper alloys 
in the architectural news of recent months has 
been evidence of widely varying applications 
and purposes: prefabricated copper and brass 
plumbing in a hotel to reduce installation 
costs; a sheet copper field house roof for min- 
imum maintenance; and architectural bronze 
curtain walls for dramatic, yet warm, appear- 
ance. Yet all of these are perfectly practical 
applications of copper and its alloys. 


The copper metals include over forty stand- 
ard alloys at the present time — each with 
different properties for different applications. 
Although the coppers have been used archi- 
tecturally since at least 2500 B.C., new uses 
are constantly being developed. The reason 
is that these metals have a range of properties 
that stimulate the imagination—and challenge 
it at the same time. There will always be new 
architectural uses for copper and its alloys. 


Here is a brief review of six of their most 
outstanding architectural advantages and 
current examples of their applications: 


Durability. Copper, used functionally, 

reduces building maintenance, primarily be- 
cause of its resistance to corrosion and the re- 
liability of joints made with it. Copper plumbing 
and waste lines resist clogging by corrosion prod- 
ucts. Copper’s own natural patina protects it 
against corrosion from atmospheres. 


Architects for a new athletic field house in a 
tidal region specified 136,000 pounds of sheet 
copper to roof the 74,000 sq. ft. area — for rea- 
sons of long run economy. 


Installation Cost. Because bronze 
j extrudes readily it is often economical 
to custom design shapes and panels for archi- 
tectural use — and to include flanges and ferrules 
in these shapes for easy joining and installation. 
Frequently it is practical to prefabricate sub- 
assemblies with bolts, clamps or by soldering be- 
fore they even reach the site. Minimizing site 
work naturally cuts installation cost. 


Because it can be easily and safely joined by 
soldering and easily assembled in limited spaces, 
and because its corrosion resistance permits 
use of light-weight tubing, copper plumbing is 
now lower in installed cost than other systems — 
in addition to minimizing space requirements 
and heat losses. And now experiments with pre- 
fabricated plumbing systems in both single and 
multi-unit dwellings have developed further sav- 
ings. In a recent hotel installation, only three 
sub-assemblies were needed for the complete 
roughing-in of each bathroom. The repetitive 
layout made it practical to construct these sub- 
assemblies on custom jigs before delivery to the 
site — with resultant savings. 


Heat Conductance. Copper con- 
ducts heat more efficiently than any other 
commercial metal. Most finned baseboard radia- 
tors, as well as ceiling, floor and many sidewalk 


radiant systems, solar heating and heat pumps, 
depend on copper for efficient transfer of the 
heating medium and efficient collection and 
dispersal of the heat itself, 


Form. Flat spandrels for a clean fa- 

cade, arrised mullions for sharp shadows, 
deep-relief panels for wall sculpturing, intricate 
castings for trim interest — all are possible with 
copper alloys. Sharp-edged extruded shapes as 
large as 6" by 415" by 26 feet in architectural 
bronze were thought impossible — but they are 
now dramatically evident on Park Avenue. 


Finish. It is not news that copper, 

bronze and brass can be highly polished, 
or can be allowed to develop a natural patina, 
or can be durably plated with chrome or other 
metals. The news is in the new applications tak- 
ing advantage of these facts. For example, a 
new church will have a steeple of copper curtain- 
wall panels. These panels will be glazed with 
transparent color. Through the cool blues and 
greens will glow the warm red of the copper. 


Color. There are very few colors in 

nature which cannot also be found in 
copper and its alloys: the red and gold of au- 
tumn, the greens of summer and the browns of 
the earth. Wherever decorative or structural 
metal must be used in harmony with brick, with 
wood or other natural materials, or with nature 
itself, the answer is therefore the coppers. The 
architect for a new research tower contrasts 
the blue-green patina of copper louvres against 
a southwestern landscape. The patina was de- 
veloped by a Copper & Brass Research Associa- 
tion spray process much faster than would other- 
wise have been possible. 


Architectural and building news is being 
made today by copper and its alloys. The 
Copper & Brass Research Association will 
be happy to supply you with information in 
any area of your interest. Write CABRA, 
420 Lexington Avenue, New York 17, N. Y. 
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4 Double Wardrobe in 

this bedroom. Wall-to- 
wall. Floor-to-ceiling 
8 feet high. 


Saves room in this 
small den. Large 
corner closet, 

8 feet high. 


All Around the House 


Gu DE-ALIL 
Doors. 


FOR MORE CLOSET SPACE 
THE SIMPLE, LOW-COST WAY! 


4 Simplifies door 
problem in entrance 

hall. Guest closet 

6 ft. 8 in. high. - 


Photos: 

Hytand Manor CO-OP Apartments 
—By HYLAND BUILDERS CORP. 
Chicago 


Home Builders agree that closet space...and more of it... 
SELLS. HOMES as readily as any other single feature. 


And the easiest, the least expensive and the most appealing way to 
add extra storage room and welcome wardrobe areas is with low cost Glide- 
АП Sliding Doors. 


SAVE CONSTRUCTION COSTS... there are Glide-All doors for 
buildings of every type: 8-ft. floor-to-ceiling or 6-ft. 8-in. standard heights. 


QUICK AND EASY TO INSTALL . . . top track is simply mounted on 
ceiling with screws. Aluminum threshold is screwed to floor. Doors are posi- 
tioned in upper track and engaged in the threshold. 


WOMEN ENTHUSE OVER THEIR DECORATIVE POSSIBILITIES... 
Glide-All doors are available with flush or recessed panels, can be painted, 
papered, lacquered, varnished or waxed in natural finish. 


Write today for new, low price schedules and specifications bulletin. 


чога se 


4 Woodall Plants Coast-to-Coast 


ARE A PRODUCT OF | | ; Save You Shipping Time and Costs! 
: Write to Plant nearest you 
WoopArt INDUSTRIES |Nc. CHICAGO, 3500 Oakton St., Skokie, II. 


EL MONTE, Calif., 801 West Valley Blvd. 
: LAUREL, Miss., Р. O. Box 673 
DETROIT 34, MICHIGAN : SANTA CLARA, Calif., 1020 Bayshore Blvd, 


Also Available in Canada 


Provides inexpensive storage area in 
. playroom. Neat, decorative, ceiling high. 
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IRON FIREMAN 


Т 


НЕАТІМ С 


Individual room-by-room 
temperature control 


now economical and practical 


The Iron Fireman SelecTemp heating system has the basic economy and 
efficiency of steam heat, but with all of these added advantages: 


A thermostat in every room. Occupants choose the temperature they 
prefer. More important, each room gets just the amount of heat it needs, 


regardless of heat from sun or fireplace or heat loss from cold winds. 


Modulating heat control. The volume of heat is constantly adjusted to 


room needs—a little or a lot as required. No “on-off” cycling. 


Amazing capacity in small space. SelecTemp compactness is due to the 
extremely efficient honeycomb copper heat exchanger, together with forced 
air circulation, delivering up to 120 cfm from the 12,000 Btu room unit 
(shown above), only 18" x 1354" in size. 

For more information see catalog in Sweet's Architectural and Light 


Construction files, or mail coupon. 


IRON FIREMAN. 


Eugtnecred Heating and Cooling 


= ба 
THE IRON FIREMAN 


Room in 50-year-old 
single home modernized 
into two apartments by 
Mr. Arthur Stockdale, 
Cleveland, Ohio, shows 
contrast between old 
and new in steam heat- 
ing. Trim, compact 
SelecTemp unit at left 
(only 18” high) has max- 
imum heat output of 
12,000 Btu per hour. 
Built-in modulating non- 
electric thermostat con- 
trols forced circulation 
of filtered warm air. 


THERMOSTAT 


AIR HEATING, 
FILTERING AND 
CIRCULATING UNIT 


Each room heater is an auto- 
matic unit, with steam heat- 
ing core, air filter, steam 
driven fan and non-electric 
thermostat. Recessed in 
wall; requires no floor space. 


‘COPPER TUBING 


Low first cost. Substantial 
installation savings in new 
or existing construction, 
Flexible copper tubing con- 
cealed in walls and floors. 
Uses low pressure steam а 
from boiler or district steam. STEAM | 
SUPPLY 


CONDENSATE 
RETURN 


FOR BUILDINGS AND HOMES 


SelecTemp installations now in use range from medium size 
homes to large office buildings with hundreds of room units. 
SelecTemp heating has proved widely adaptable. Churches can 
heat rooms for mid-week use without heating the entire build- 
ing. Hospitals can meet patients’ special needs, while non-electric 
fans and thermostats make SelecTemp units safe in operating 
rooms. Motels cut fuel bills by reducing daytime room tempera- 
tures; rooms are quickly reheated, as needed. In apartment 
buildings and dormitories, individual room thermostats end 
tenant complaints. Schools can keep the gymnasium cool and 
study and classrooms at the desired warmth. Homes can have 
cool sleeping rooms; warm bathrooms and nursery. Experience 
proves fuel and maintenance costs are low. Initial cost compar- 
able to conventional hot water and steam systems, which do 
not have room-by-room control. 


IRON FIREMAN MANUFACTURING COMPANY 
3057 West 106th Street, Cleveland 11, Ohio 


(In Canada, 80 Ward Street, Toronto, Ont.) 
[_] Send. SelecTemp specifications and full information. 


L] Arrange for brief demonstration of SelecTemp room unit; 
in actual operation, in our office. 


Name 


Firm 


Address... 


City. " State 
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A Washington Report ty Ernest Mickel 


MORE MONEY FOR BUILDING PROGRAMS: AN ELECTION-YEAR CONGRESS IS GENEROUS 


In retrospect it can be said that the 
second session of the 85th Congress 
was generous beyond most expecta- 
tions when it came to voting new 
funds for building and construction 
programs and for the various assist- 
ance efforts so important in main- 
taining a high level of activity in 
this field. 

Item after item in the general 
tabulation on appropriations showed 
an increase over the comparative 
figure for fiscal 1958. Only in a few 
instances did Congress cut back on a 
program, and these reductions often 
reflected factors other than straight 
program cutbacks; carryover funds, 
lack of adequate advance planning, 
and other influences prompted some 
of the decisions for less construction 
money. 

One of the more significant actions 
of the 85th second session was that 
returning the big Federal building 
program to direct appropriations. It 
became evident in committee consid- 
eration of money for carrying out the 
lease-purchase method of providing 
these structures that pressure was 
building up against the plan. Objec- 
tors could cite slow progress in get- 
ting projects to the construction 
phase, and capped with General Ac- 
counting Office findings their argu- 
ment that construction with appro- 
priated funds would cost the taxpay- 
ers much less than the amounts 
called for over the long term with 
lease-purchase handling. 

As a result, final determination 
took the program out of lease-pur- 
chase. A new fund of $152.8 million 
was voted and is now available for 
the construction of 47 new structures 
in 20 states and Hawaii. Thus ended 
a long and troubled experiment with 
long-term financing of U. S. build- 
ings wherein the government ar- 
ranged for private enterprise to sup- 
ply funds as well as do the actual 
construction work. 

There was an additional appropri- 
ation of nearly $40 million for ac- 
quisition of sites and planning, also 
to be used by the General Services 
Administration, and $75 million for 
repair and improvement of existing 
Federal buildings. 

Money was provided in equal or 
better amounts than last year for the 
Department of Health, Education 
and Welfare (largely for Public 
Health Service programs), to carry 
on its aid efforts. The Hill-Burton 
hospital construction program fared 
well with $186.2 million made avail- 
able for the state assistance, com- 
pared with $121.2 million in the pre- 


vious fiscal period. Most of the new 
money was for the regular portion 
of the hospital construction act with 
the balance earmarked for rehabilita- 
tion facilities. There was a small in- 
crease for aiding Federally-impacted 
areas with their school building 
problems; waste treatment and health 
research facility grants-in-aid re- 
mained at their fiscal 1958 levels, 
$45 million and $30 million respec- 
tively. 

Again, there was no general aid 
voted for the construction of class- 
rooms. The Administration did not 
advocate this, as it had in 1958, and 
virtually all the efforts of Congress 
were concentrated on an aid-to-edu- 
cation measure which cleared Capi- 
tol Hill providing large sums for 
scholarships and other academic con- 
siderations—but no construction 
money. 

Architects and engineers interest- 
ing themselves in airport develop- 
ment in connection with advent of the 
jet age were encouraged to see the 
authorization for Federal aid to air- 
port building continued and to see 
an appropriation of $30 million as 
against $25 million last year, al- 
though this was later vetoed by the 
President (see page 370). 

In the area of military construc- 
tion the changeover to emphasis on 
rockets and missiles and their re- 
quired permanent facilities was be- 


coming more and more noticeable. A 
heavy share of the $1.3 billion pro- 
vided in armed services construction 
money would eventually be spent on 
installations of this type. 

Work will go forward around the 
world with funds contained in the 
military construction bill. This legis- 
lation came from Congress watered 
down by 22 per cent. President Eisen- 
hower had asked for around $1.7 bil- 
lion for earrying on this defense 
construction work in fiscal 1959. As 
he finally signed the bill into law, it 
provided $758 million for Air Force 
construction, $295 million for Navy 
work, and $230 million for the Army. 

The Air Force portion included 
$252.5 million for ballistie, strategic 
missile, and other defensive work. 
Under terms of the new law, Defense 
Secretary McElroy has authority to 
transfer $50 million from other funds 
to the Advanced Research Projects 
Agency for building purposes. 

Also a part of the military con- 
struction appropriation is $24.3 mil- 
lion for Army Reserve buildings, $8 
million for Naval Reserve, and $9.6 
million for the Air National Guard. 

The Army Corps of Engineers is 
carrying forward its tremendous civ- 
il works construction with a fiscal 
1959 appropriation of more than 
$600 million, though it was cut back 
on general investigation funds. Inte- 
rior Department was boosted to $146 

continued on page 364 


SCOREBOARD ON CONSTRUCTION FUNDS 
(Appropriations in millions) 


Civil Aeronautics Administration 


Fiscal 1959 Fiscal 1958 


Federal aid to airports ......... cc cece cece аана $30.0 $25.0 
Housing and Home Finance Agency 

Urban planning grants .............................................. 3.2 1.2 

Reserve of planned public works ;......ie sue mi a m s RR RS 7.0 5.0 

Farm housing research ................................................ 0 75(th) 

Capital grants for slum clearance ........... ule hn 50.0 0 
Veterans Administration 

Improve and modernize hospitals (total) ............................... 19.2 44.5 
General Services Administration 

Federal public buildings construction ............0c ccc c cece t Rn 152.8 0 

Acquisition of sites and planning ...................................... 39.9 20.0 

Repair & improvement, Federally-owned buildings ....................... 75.0 65.0 
Dept. of Health, Education and Welfare (1) 

HillsBurton hospital construction: > жэ эшке сазвана раан ашаа авага 186.2 121.2 

School construction, Federally impacted areas ............................ 50.0 41.7 

Waste treatment construction „а.о ана 45.0 45.0 

Health research facilities construction .................................... 30.0 30.0 
Army Corps of Engineers 

Givil works consirüclon сз жск. айне ere аана аз аса жасала ега jm mre жый өдө et 603.2 449.3 

Genéral investigations: «ivesrvissERIECEEIXR жикке нев гена е NICA ЖЫ ЛЕ 1.5 10.7 
Dept. of Interior 

Reclamation ol ————————— акаа ауа 146.0 116.7 

General investigations „а... ааа а 4.5 5.9 

"Mission 66" (park improvements) ..................................... 20.0 17.4 
Dept. of Defense 

Army: public works asr arsar кажаа ккк накне куке ЫКЫ атка IER 230.0 310.0 

ШӨ" РОБЕ WEEKS, auus ombre S eo Pm vine веза рна ЫЫ tas БОЙ ЖЕЙЛИ 295.0 265.0 

Air korce public works icon cece scien ae eere rmm sere aw кака жок m кара вава 785.0 900.0 

Air Force Academy assis aise iadaa dora acd oe кз a tome жок ая жш э reaver nmn erii елеге 3.3 17.2 
Atomic Energy Commission 

Plant end equipment ахаасаа kia d wre dm pore жо азага tie hee аса аласа жа 249.9 108.1 
Dept. of State 

Office of Foreign Buildings (construction and acquisition) ................ 18.5 18.5 


(1) Of this total, $150 million is for regular H-B construction, and $35 million for rehabilitation facilities 
(Part G of act) as follows: $7.5 million for diagnostic or treatment centers, $7.5 million for hospitals for 
the chronically ill and impaired, $10 million for rehabilitation facilities and $10 million for nursing homes. 
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Now... specify 
Modernfold : 


Choose handsome, sturdy Modernfolds 
exactly suited to your purpose 


ALL-NEW WOOD LINE—Rich, mellow appearance. Quiet, 
graceful, easy-gliding. Wide assortment of selected, matched 
veneers, laminated to solid core for extra stability. 


FAMOUS FABRIC LINE—MODERNFOLDS, covered in fabu- 
lous fabrics and weaves, all washable. Perfect balance, lifetime 
service from exclusive double-strength, all steel inner frame. 


NEW SOUND-RETARDING DOOR—Test after test proves 
MOoDERNFOLD’s new sound-retarding door sets new standards 
in the industry. Only MopERNFOLD has it. 


se Your MODERNFOLD distributor is listed R 
under "Doors" in the Yellow Pages. А 


modernfold 


DOORS 


BEAUTIFUL HARDWARE—Gracefully executed, yet rug- 
ged and practical as can be. MopERNFOLD enhances folding 
door eye-appeal with specially designed hardware in rich 
brass or satin finish chrome. 


EXTRA-VALUE FEATURE—Dimensional stability ...so 
vital to the life and appearance of folding door fabrics. 
MonpERNFOLD achieves it with an exclusive back-coating 
process (patent pending). 


HE FIRST AND FINEST IN FOLDING DOORS — / 


COLOR RANGE—The smartest in the industry. MOoDERNFOLD 
offers an inspired choice of decorator colors... plus neutral 
and natural shades for blending, matching or contrasting 
with any room’s color scheme. NEW CASTLE PRODUCTS, INC., New Castle, Indiana 
24 ^ Manufacturers of Folding Doors, Air Doors, 
Моревмғо1р offers you an almost limitless flexibility of Shower Enclosures, Vinyl-coated Fabrics, and 
use, with the most handsome, rugged folding doors in the Peabody School Furniture, 


: In Canada: New Castle Products, Ltd., Montreal 23. 
industry. 
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Need extra seating in your office? 


Use Samsonite 
ALL STEEL 


SAMSONITE FOLDING ARMCHAIR  - SAMSONITE SAMSONITE FOLDING 
| PADDED CUSHION TABLET- ARM CHAIR 


22 
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CHAIR 
Padded and Combines 
upholstered Buoyant the best 
vinyl seat, : seat padding features 
back, and |. upholstered of a desk 
armrests. with damage- and chair. 
| proof vinyl onary 
ng. 
TRE blonde 
hardwood 
tablet-arm. 


1958 


. conserve precious space! 


world's strongest, safest 
FOLDING CHAIRS 


EXTRA SAFETY 


Fold it and unfold it. Samsonite 
can't nip your fingers. No sharp 
edges to catch or snag your 
clothing. 


CHIP-RESISTANT 
FINISH 


All parts are rendered rust- 
resistant and finished in chip- 
resistant enamel, baked to a 
silken, durable finish. 


NO TIPPING 


Stand or jump on any part of the 
Samsonite seat. Self-adjusting 
hinges prevent tilting, compen- 
sate for uneven weight balance. 


WRITE TODAY 


for your free Samsonite all-steel folding chair 
catalog containing valuable information, spec- 
ifications, color ranges, special features, or 
see your Samsonite salesman, now. 


А 
МАМЕ —— — ЕТ POSITION. —— 
| ORGANIZATION... -s u nrp 


соо ТИИС 
also makers of CITY... —2Z0NE. STATE. 
Samsonite Classroom Furniture hoe am BROS., INC:, Institutional Seating Division 


Detroit 29, Michigan, Dept. АВТО 
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NEITHER SNOW NOR SLEET NOR RAIN 
NOR SUMMER'S HEAT 
WILL EVER FAZE 


Soak it. 
No effect on Insulrock. 
Freeze it. Ditto. 


Here is why: 


Insulrock is used to rough treatment by 
Nature before it’s ever used on any job. 
Insulrock is stacked and stored outside, to 
"weather-cure" slowly, after it’s made. Rains pelt 
it. Snow and ice give it a hard time. It sits and 
“seasons” in the sun. 


And none of this exposure to the weather has any 
adverse effect on Insulrock! 


Insulrock is weather-resistant. So you be weather-wise. Use 
Insulrock. Don’t abuse it, of course. But be confident that it will 
stand up under normal building conditions. 


Portland cement uniquely bonds full 32-inch-wide Insulrock slabs— 
for additional resistance to abrasive handling, even the surface is 
sprayed with an indurating cement coating that adds strength, improves 
appearance (no loose fibers drooping from surface). 


Of course, Insulrock—the Portland-cement bonded slab—is incombustible (UL 
listed). It insulates, summer and winter. Resists insects, fungi. Dries completely, 
after being thoroughly wet, and doesn’t lose strength. It’s acoustically and economi- 
cally effective in cutting down noise nuisances. R 


Investigate Insulrock savings, Get details today, 


Insulrock’s year-around weather resist- 
ance makes Insulrock perfect for outside 
exposed areas, like this overhang. 


P am 
FLINTKOTE 


Зь 


America’s Broadest Line of Building Materials 


Ae 


'Technical note: 

soaked, frozen, thawed, then 
dried out, Insulrock retains 
original strength, is stronger than 
minimum specifications, 

works 100% efficiently for you. 


INSULROCK COMPANY 
Division of The Flintkote Company 


Office: EAST RUTHERFORD, NEW JERSEY 
Plants: LINDEN, NEW JERSEY 

RICHMOND, VIRGINIA 

NORTH JUDSON, INDIANA 


Insulrock dares the elements. 
Outside storage proves unequalled 
durability under all-year weather pounding. 


Meetings and Miscellany 


New Dean at Oregon 


Walter L. Gordon, Portland architect, 
was recently named dean of the 
School of Architecture and Allied 
Arts at the University of Oregon. 

Dean Gordon received both bache- 
lor’s and master of fine arts degrees 
from Princeton University. He also 
studied at the University of Paris 
and at Yale. He was curator of the 
San Francisco Museum of Art, then 
went to Portland in 1939 as assistant 
director of the Portland Art Museum. 
From 1940 until 1946 he worked with 
Pietro Belluschi as a designer. Since 
1947 he has had his own architectural 
practice in Portland. 

The new dean, a member of the 
American Institute of Architects, has 
lectured in architecture at the Uni- 
versity of Oregon for the last two 
years. 


A.L A. in San Francisco in '60 


The American Institute of Architects’ 
board of directors has approved San 
Francisco as the site of the 1960 an- 
nual convention. Denver had been 
scheduled as the location, but it was 
decided to wait until the new Hilton 
Hotel had been finished there and 
placed in operation. The Denver hotel 
is scheduled for completion on June 1, 
1960. The San Francisco hotel where 
the convention will be held in 1960 
had not been chosen at press time. 

The 1959 convention will be in New 
Orleans, June 22-26. Philadelphia is 
set for 1961, Dallas for the 1962 
meeting. Denver may get its chance 
to entertain the architects in 1963, 


but this has not yet been decided. 
Now 50 Accredited Schools 


The 1958-1959 list of accredited 
schools of architecture, issued by the 
National Architectural Accrediting 
Board, shows 50 schools, three more 
than in 1957-58. All are accredited 
for five years (subject to approval of 
an annual report) except the six 
schools given provisional status. Of 
these, three are the additions this 
year: University of Arkansas (B. 
Arch.), Montana State College (B. 
Arch.), and Western Reserve Uni- 
versity (B. Arch.). The provisional 
status of Texas Technological Col- 
lege has been continued, and the Uni- 
versity of Kansas and Virginia Poly- 
technic Institute are newly in that 
category. 

All but five schools award the B. 
Arch. degree on completion of the 
professional architectural curriculum. 
Four give a B.S. in Arch. degree and 
one (Princeton) an M.F.A. in Arch. 


Bloomfield With Modular Group 


Byron C. Bloomfield has moved from 
the position of secretary for profes- 
sional development with the Ameri- 
can Institute of Architects to that of 
executive director of the Modular 
Building Standards Association. He 
took over the new duties on Septem- 
ber 2, moving into the building at 
2029 K Street, N.W., Washington 6, 
occupied by the Producers’ Council, 
Inc. Mr. Bloomfield was with the 
A.I.A. from his affiliation in 1955. 

The M.B.S.A. had its beginning 


—Drawn for the RECORD by Alan Dunn 


about a year ago when a small group 
of industry leaders met to incorporate 
the Association and broadly outline 
its objectives. There are five sponsor- 
ing groups: the A.I.A., Associated 
General Contractors of America, 
Ine, American Standards Associ- 
ation, National Association of Home 
Builders, and P.C. The Council has 
been donating office space for the 
limited operations of M.B.S.A. dur- 
ing the past year. 


New Interior Design Center 


A. permanent exhibition of the latest 
interior design products has been 
opened in New York. The Design Cen- 
ter for Interiors, First Avenue and 
53rd Street, covers 35,000 sq ft and 
contains exhibits of all kinds, model 
rooms, and an information bureau. 
The center is intended to serve four 
publics: small-scale consumer; large- 
scale consumer; designer, decorator, 
architect, and home builder; and 
manufacturer of interior design 
products. 

Architects who visit the center can 
use a separate area for the trade, 
containing desk space, telephones, 
conference rooms, and a press lounge. 
The trade reference library is de- 
voted to source material for residen- 
tial, commercial, and industrial in- 
terior design. 

The center, largely founded by 
Norman Ginsberg (founder earlier 
of the adjoining Decorators’ Mart), 
was planned and executed by Tom 
Lee, who is design consultant in 
charge of all exhibits. Standards for 
exhibits are upheld by an advisory 
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Wem cem cans top MIROR Go AA inn e 


pem ah ey gt ae ae | 6 tnter treten E 
* 


MAMARONECK 


We 
Can 


make 

eautiful 

homes... 
together! 


Vou have the creative ability. We have the windows. 
We can give you your choice of seven distinctive Andersen 
WINDOWALLS . . . hundreds of sizes. With them, you can design 
window beauty and variety that’s limited only by your imagination. 

In the big photo at left, for example, note how Architect Robert 
Crozier created a beautiful window area by detailing one Andersen 


Gliding Window below fixed glass. This installation has a custom 
look, yet a stock Andersen Glider was used. 

Like all Andersen WINDOWALLS, Andersen Gliding Windows are 
precision crafted. Their handsome wood finish complements both 
interior and exterior appearance. They open easily . . . close 
weathertight. And all wood parts are Penta-Treated for permanent 
protection against termites and decay. 


Interesting contemporary bedroom designed by Leo 
Fischer, Princeton, N. J., architect. Andersen Casement Windows 
above fixed glass help create individuality, beauty and flexibility. 


Extra warmth is added to this Pennsylvania school, too, by 
Andersen WINDOWALLS. Their enduring wood complements the 
over-all design. John Booden, Williamsport, Penna. architect. 


To discover all the ways you can create unusual beauty with Andersen 
WINDOWALLS, consult your Sweet’s Files—or write us for Detail 
Catalog and Tracing Detail Files. WINDOWALLS are sold by lumber 
and millwork dealers throughout the U.S.A. and Canada. 


TRADEMARK OF ANDERSEN CORPORATION 


Andersen Windowalls 


ANDERSEN CORPORATION * BAYPORT, MINNESOTA 


Meetings and Miscellany 


council headed by Mr. Lee and includ- 
ing also Pierre Bedard, president, 
Parsons School of Design; Robert 
Carson, architect; John D. Gerald, 
president, New York chapter, Ameri- 
can Institute of Decorators; Dorothy 
Liebes, textile designer; George Nel- 


son, architect and designer; and 
Meyric Rogers, Art Institute of 
Chicago. 


Dudley Hunt Joins Record Staff 


W. Dudley Hunt, A.I.A., has joined 
ARCHITECTURAL RECORD as a senior 
editor. 

Before joining the Record, Mr. 
Hunt practiced architecture in New 
Orleans and Pensacola, Fla., where 
he has his own firm. During the years 
1951 to 1954 Mr. Hunt was a partner 
in the architectural firm of Bennett 
& Hunt, Anniston, Ala. 

Mr. Hunt has served on the facul- 
ty of Tulane University, New 
Orleans, and Jacksonville State Col- 
lege, Jacksonville, Ala.; he is also 
an alumnus of both schools. 

A native of New Orleans, Mr. Hunt 
has contributed articles to trade mag- 
azines on various design topics and is 
author of books in the same field. One 
of his books, The Contemporary Cur- 
tain Wall: Its Design, Fabrication 
and Erection, is scheduled for early 
publication by F. W. Dodge Corp. 


For “Synthesis of the Arts" 
Mural painter Helen Treadwell is 


art in architecture for use in a pro- 
posed series of slide-illustrated lec- 
tures on “The Synthesis of the Arts." 
Miss Treadwell, long active in the 
Architectural League of New York 
and a past vice president of the 
mural painters’ division, hopes 
through these lectures to promote “а 
closer relationship between artists 
and architects ... to the end that 
there may be a greater use of the de- 
corative arts in the contemporary 
building program.” Suggestions 
and/or photographs should be sent 
to Miss Treadwell at 33 W. 67th 
Street, New York 23, N. Y. 


John Knox Shear Memorial Fund 


A group of friends of the late John 
Knox Shear, primarily at Carnegie 
Institute of Technology, where he 
headed the department of architec- 
ture from 1949 to 1954, have started 
a memorial fund to establish a travel- 
ing fellowship in architecture. Mr. 
Shear, who died last January, was 
editor of this magazine from No- 
vember, 1954, until his death. 
Contributions may be sent to the 
John Knox Shear Memorial Fund, 
Carnegie Institute of Technology, 
Pittsburgh 13, Pa. Gifts are tax-de- 
ductible (and, for Carnegie alumni, 
are credited as contributions to the 
alumni fund). The goal is $30,000. 
Members of the committee are: John 
Hackler, John  Pekruhn, Joseph 
Thomas, Paul Schweikher, Robert 
Schmertz, Mildred Schmertz, Joseph 
Spagnuolo, and Robert Taylor. 


The Guggenheim without scaffolding: Since 
the scaffolding was removed in late August, 
Frank Lloyd Wright’s Guggenheim Museum 
in New York (AR, May ’58) has begun to 
take on its final appearance 


Recently named consulting architects on 
Grand Central City, Pietro Belluschi and 
Walter Gropius are shown (seated second 
and third from left) conferring with Edwin 
S. Wolfson, chairman of the board, Diesel 
Construction Company (left) and Richard 
Roth, partner in the New York firm, Emery 
Roth & Sons, architects of the building (AR, 
July '58, p. 13). Standing (from left) are 
Stuart Scheftel and Herbert Scheftel, who 
in association with Mr. Wolfson and Alfred 
G. Burger will erect the office tower, to be 
built next to Grand Central Terminal in 
New York, on the site where the Grand 
Central Terminal Office Building now stands. 
The 3,000,000-sq ft structure, world's larg- 
est commercial office building, will rise 50 
stories and is expected to cost $100 million 


Se OW 


" à \\// 
RN, M WS WY New president of the New York chapter, 
A\\ NN NN Át A.I.A., is L. Bancel LaFarge (left), partner 
“\ | in LaFarge, Knox & Murphy. Mr. LaFarge, 
- E METTE who was elected in June, previously served 
Restoration of the Biddle House on Mackinac Island, long a project of the Michigan Society as secretary of the chapter. First executive 
of Architects for the Michigan building industry, is now underway. The house, the oldest director of the recently formed Modular 
on the island and the oldest known in the Northwest Territory, was built in 1780; when it Building Standards Association is Byron C. 
is turned over to the state next June, it will be authentically refurnished and will include Bloomfield (right), formerly secretary for 
a museum of early construction and architectural tools. Shown are (left to right) Fred professional development with the A.I.A. 
Muller, president, Producers Council of Michigan; Roger Allen, F.A.I.A.; M. J. Brokaw, Mr. Bloomfield is a civil and architectural 
Detroit district manager, F. W. Dodge Corporation, and executive director, restoration com- engineer who also has taught architecture. 
mittee; John Richards, national president, A.I.A.; A. N. Langius, F.A.I.A., chairman, Cyrus E. Silling, architect, is M.B.S.A. 
restoration committee; Talmage C. Hughes, F.A.LA., secretary, M.S.A.; Gustave Muth, president 
officer, M.S.A.; Fred J. Wigen, F.A.I.A., president, M.S.A. 


` 
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8168-DB 


THE DONLEY PRINCIPLE OF FREQUENT BURNING MINIMIZES HEAT, SMOKE 
ODOR AND FLY-ASH TO INCREASE A BUILDING’S FUNCTIONAL VALUE 


Donley offers a range of incinerators in standard de- 
signs to satisfy most installation requirements. Donley 
Automatic Safety Burners provide economical small 
fires at frequent intervals and comply with standards 
of leading insurance companies and building codes. 


BROTHERS 
METAL PRODUCTS FOR BUILDING Write for your copy of the Donley 
13972 Miles Avenue * Cleveland 5, Ohio Incinerator Catalog or see it in Sweet's. 
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tO HER NOS Pto 


Gas-fired Carrier Automatic 
Absorption Refrigeration 


cuts operating expense 

lowers installation cost 

provides quiet, vibrationless operation 
answers space and weight problems 
automatically adjusts to varying loads 


ABSORPTION REFRIGERATION 
PROVIDES TROUBLE-FREE, 
ECONOMICAL COOLING AT 
THE U.S. AIR FORCE ACADEMY 


To provide comfort cooling, the new Academy is equip- 
ped with the nation’s most efficient, up-to-date type of 
air-conditioning — gas-fired Carrier Absorption 
Refrigeration. 


The absorption refrigeration unit makes use of one of 
the oldest and most reliable principles of refrigeration. 
No prime mover is required, only low-pressure steam 
or hot water. Seasonally idle or excess boiler capacity 
can be put to use on a year ’round basis. 


This same type of automatic operation can put your 
heating system on a year ’round paying basis, too! 


With gas as the boiler fuel, operating costs are cut to 
a minimum. This gas-fired Carrier machine operates 
without noise and vibration .. . and because it is so 
compact and lightweight, it can be put almost any- 
where—from basement to roof. 


This is only part of the story of the efficiency and econ- 
omy of specifying gas-fired Carrier Automatic Absorp- 
tion Refrigeration equipment. Specific performance, 
engineering data and cost details are yours for the 
asking. Just call your local gas company, or write 
to the Carrier Corporation, Syracuse, New York. 
American Gas Association. 


The new United States Air Force 
Academy perched at 7,200 feet 
above sea level near Colorado 
Springs and Pikes Peak, soon to 
house 1,145 Cadets. 
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Meetings and Miscellany 


A BENEFICENT REVOLUTION REVITALIZES THE STATELY N.C.A.R.B. 


Joe E. Smay Named Council's First Executive Director in Major 
Reorganization: A Report by N.C.A.R.B. Past President Fred L. Markham 


The newly elected Board of Directors 
of the National Council of Architec- 
tural Registration Boards at its Au- 
gust meeting voted to locate its office 
in Oklahoma City. Simultaneously, 
Joe E. Smay resigned as president, 
an office to which he had been elected 
at the Council’s annual convention at 
Cleveland in July, and was appointed 
as the Council’s first executive direc- 
tor. 

Walter E. Martens was advanced 
from first vice president to fill the 
office of president; and the slate of 
officers and directors filled out as fol- 
lows: first vice president—A. Rein- 
hold Melander; second vice presi- 
dent—Chandler Cohagen (appointed 
fromtreasurer) ; secretary—Ralph O. 
Mott; treasurer—A. John Brenner 
(appointed from director) ; directors 
—C. J. Paderewski, Paul W. Drake 
and Morton T. Ironmonger (an ad- 
dition). 


First Step: New Constitution 

The roster of officers, in which a 
third vice president is omitted, the 
functions of sécretary and treasurer 
separated, and three directors added, 
points to one of the principal accom- 
plishments of the Cleveland conven- 
tion, where the Constitution and by- 
laws of the organization, for the first 
time in approximately 20 years, re- 
ceived a major overhaul. In addition 
to the change in the officers of the 
group and the constitution of a 
Board of Directors, provision was 
made for the appointment of an ex- 
ecutive director and for formalizing 
the standing committees, both as to 
membership and responsibilities. 

With the passing of William L. 
Perkins last year the Council was left 
without its best informed officer and 
member. Since the earliest days of 
this organization Mr. Perkins had 
been familiar with its background 
and history. In fact, he was so con- 
versant with it that few of the other 
officers took the time or effort to ac- 
quaint themselves thoroughly with 
its operation. 

Two years ago at the Los Angeles 
convention, an amendment to the by- 
laws was passed granting to the Ex- 
ecutive Committee the power to ap- 
point an executive director who could 
relieve Mr. Perkins of part of the re- 
sponsibility he had carried over the 
years. Recognizing the desirability 
of such an appointment, the Execu- 
tive Committee requested Joe E. 
Smay of Oklahoma to familiarize 


himself with the operations of the 
office. Mr. Smay made a number of 
trips to Chariton for this purpose. 
This arrangement proved very fortu- 
nate, for in the sudden and unexpect- 
ed loss of Mr. Perkins, the Council 
had a capable man available to as- 
sume responsibility for the Council’s 
work, until the officers could adjust 
to the changed situation. 

At the meeting in August 1957, 
when Mr. Smay was asked to so di- 
rect the work of the Council, it was 
found that the bylaws of the organi- 
zation were not clear on the method 
of procedure, and it appeared an ap- 
propriate time for a careful review 
of the basic organizational docu- 
ments. A committee was named to 
study the situation and report their 
recommendations to the Cleveland 
convention. The committee consisted 
of Roger Kirkoff, Charles E. Fire- 
stone and Fred L. Markham, the 
three immediate past presidents of 
the Council. 

A rewriting of the constitution 
and bylaws proved advisable in or- 
der to incorporate the changed situ- 
ations which the Council faced. At 
the time the original constitution 
and bylaws were written a little more 
than half of the states of the union 
were members of the organization. 
Now the organization includes all 
the states and territories within the 
nation. 


Organization for Flexibility 

The following major changes have 
been incorporated into the docu- 
ments: 

First, there has been a change in 
the organizational form. This in- 
cludes (a) the omission of the office 
of third vice president; (b) the sepa- 
ration of the old office of secretary- 
treasurer into the two offices of sec- 
retary and treasurer; and (с) the ad- 
dition of three directors. These offi- 
cers together with the immediate past 
president form a board of directors 
constituted of nine individuals to re- 
place the old Executive Committee 
which had five members. A new Ex- 
ecutive Committee is provided, con- 
sisting of the president, the treasur- 
er, and the secretary, with the first 
vice president acting as alternate. 
Elections are provided for annually; 
a two-year term limit is placed upon 
the office of president, and a three- 
year limit upon the term of the di- 
rectors. It is hoped that these chang- 
es will have a tendency to spread the 
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satisfactory 


responsibility of the work over a 
greater number of individuals, giv- 
ing more men an opportunity to par- 
ticipate in the Council functioning 
and to lend their experience and 
background to help it achieve its ob- 
jectives. 

The second change is the employ- 
ment of a full-time executive direc- 
tor. The executive director is named 
by the Board of Directors. As such 
he is an employe of the Council and 
able to continue in office subject to 
performance. This 
should give continuity to the direc- 
tion of the central office. The execu- 
tive director stands in a position 
similar to that which the executive 
director of the American Institute 
of Architects holds, having responsi- 
bility for its operation, for the oper- 
ating of funds of the Council and for 
managerial detail which attaches it- 
self to the home office of a busy na- 
tional organization. It is expected 
that such an officer will assume the 
responsibility Mr. Perkins formerly 
carried, but will not be required to 
stand for annual election. 


Committee Setup Formalized 

The third change is the formaliz- 
ing of the standing committees. 
These are now provided as follows: 

Committee on Documents. A com- 
mittee of three members to receive 
and collect recommendations for 
changes and adjustments to Docu- 
ments of the Council. Periodically, as 
directed by the Council, the commit- 
tee shall incorporate the collected 
changes into revised Documents for 
action by the Council. 

Committee on Finance. A commit- 
tee of three to review the invest- 
ments and financial procedures of 
the Council and make recommenda- 
tions concerning the same to the 
Council Board and the Council for 
appropriate action. 

Committee on Endowment Fund. 
A committee of three to seek sources 
of revenue for this Fund and to rec- 
ommend its expenditures. 

Committee on Examinations. A 
committee of seven members to (1) 
supervise the collection of examina- 
tions from the various states and 
also periodically, as directed by the 
Council, review these examinations 
and develop therefrom a published 
set of typical examination questions 
for circulation among the member- 
ship of the Council and elsewhere as 
directed by the Council Board; (2) 

continued on page 334 
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DELUXE 
MINATONE 


NEW IDEA NO. 


sign 


Armstrong Deluxe Minatone is an 
incombustible acoustical ceiling that offers high acoustical 
efficiency and subtle overhead beauty. Its design of small 
perforations extends onto the bevels, minimizing tile joints 


and offering a nearly monolithic ceiling. 


Deluxe Minatone has a washable white surface that can 
be easily cleaned by conventional methods. It can be 


repainted without loss of acoustical efficiency. 


Deluxe Minatone is identical in appearance to the larger 
Armstrong Custom Minaboard lay-in units for exposed 
grid systems. Specify Deluxe Minatone for conventional 
cement application or concealed mechanical suspension 


in one area of a building, and specify Custom Minaboard 


for a low-cost exposed grid system in another area of 


the same building. You can lower costs—and preserve 


the same ceiling. design throughout. 


Shown at left are four 12" X 12" tiles. 


A new Armstrong 
mineral-fiber tile with 
an attractive non-directional 


pattern of small perforations 


GOLDEN 
TRAVERTONE 


NEW IDEA NO. 


Golden or silver 
metal flecks inlaid in the 
fissures reflect light, create a 
dramatic ceiling effect 


For the first time, architects can specify striking 
acoustical ceilings with sparkling metallic accents. 
Armstrong Golden Travertone and Silver Travertone 
are incombustible mineral-wool acoustical ceilings— 
with actual golden and silver flecks inlaid in the 
fissures. They set a new standard for beauty in 

| acoustical ceilings. 

Exhaustive tests have proved that the golden and 
silver flecks will not tarnish or lose their luster 

with age. The acoustical efficiency of both Golden 
Travertone and Silver Travertone is approximately 
the same as that of regular Travertone (N.R.C. 
specification range == .65 — .85). 
(The finest printing processes cannot capture all 
the sparkle of the gold and silver inlays. Ask 


your Armstrong acoustical contractor 


for actual samples.) 


* COLOR 


and SILVER 
TRAVERTONE 
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CLASSIC 
CUSHION'TONE 


NEW IDEA NO. 
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An exclusive new Armstrong design in a low-cost 


wood-fiber acoustical ceiling 
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formed panels are designed for use 


in 2' X 2’ grid systems only. 
Shown here is a 20" X 13” 
section of a 2' X 2’ unit. HI D T O N Е 
Metal lay-in unit with perforated and embossed 


three-dimensional surface 


(Armstrong ACOUSTICAL CEILINGS 
a Aras e Corkoustic e Crestone e Cushiontone e Gridtone 


e Minaboard e Minatone e Travertone 


If you would like further information on any of Armstrong's four new ideas in acoustical ceilings — or free samples — 
contact your nearest Armstrong Acoustical Contractor (he's listed in the Yellow Pages of your directory), your 
Armstrong district office or write to the Armstrong Cork Company, 4210 Rock Street, Lancaster, Pennsylvania. 


News from Canada ty John Caulfield Smith 


PROGRESS ON NATIONAL BUILDING CODE REPORTED AT BUILDING OFFICIALS CONFERENCE 


A new edition of the National Build- 
ing Code will be published in 1960, 
delegates to this year’s Building Of- 
ficials Conference in Ottawa were 
told by R. S. Ferguson, secretary to 
the associate committee on the code. 

Besides numerous changes in regu- 
lations, Mr. Ferguson explained, 
there will be one major revision in 
format. All material pertaining to 
housing will be removed, correlated 
with the building standards of Cen- 
tral Mortgage and Housing Corpora- 
tion and the resultant document in- 
corporated as a special housing sec- 
tion of the code. 

Thus, Mr. Ferguson said, by 1960 
the National Building Code will deal 
with all types of structures. The 
housing section, in addition to being 
published as part of the code, will 
also be issued separately. 

“To have a single standard for 
dwellings,’ Mr. Ferguson pointed 
out, “апа to have a clear division be- 
tween the more technical parts of the 
code and the simpler requirements 
for housing will be two major 
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Chileo Towers Apartment Building, Van- 
couver, B. C.; Kenneth Gardner, architect; 
Read, Jones, Christeffersen, consulting en- 
gineers; F. O. White Contracting Co., gen- 
eral contractor; Self-Owned Apartments 
Ltd. E. D. Cope, president, owner. This 
10-story block overlooks Vancouver's Lost 
Lagoon. Floor plan is arranged to give all 
four suites on each floor the benefit of the 
view, with bedrooms located at the rear. 
One-, two- and three-bedroom suites are 
offered. Drive-through from front gives ac- 
cess to basement parking and additional 
facilities on a first-floor open deck. The 
building is of steel pan and ribbed slab 
construction with concrete crosswalls. Front 
spandrels will be finished in glass mosaic 
while end walls will be painted. All utilities 
and service facilities are concentrated on 
first floor 


achievements in the further develop- 
ment of improved regulations in 
Canada. 

“With a separate housing section, 
it will be easier to prepare a consist- 
ent and logical technical section for 
other buildings, thus paving the way 
for further improvements in the code 
in the years ahead.” 


Survey Shows Wide Use 


During 1957, a survey of the use 
to which the National Building Code 
is put was made. Of a total of more 
than 950 municipalities which have 
copies of the code for reference and 
other purposes, 364 have employed it 
extensively in connection with their 
own local bylaws. This figure in- 
cludes municipalities which have ei- 
ther adopted the code in whole or in 
part, have referred to it in their by- 
laws or have based their require- 
ments on it. 

The figure also includes munici- 
palities that have used the 1941 as 
well as the 1953 edition, and munici- 
palities that have used abridged ver- 


Women’s Athletic Building, University of 
Toronto; Fleury, Arthur and Barclay, 
architects; Anglin-Norcross Ontario Ltd., 
general contractor. The new building, to 


Boiler House addition, Provincial Hospital, 
Essondale, B. C.; Toby and Russell, con- 
sulting architects; Swanson Wright and 
Co. Engineers Ltd., engineers; Beaver Con- 
struction Ltd., Vancouver, general contrac- 
tor. Addition is reinforced concrete to main 
floor level; above, steel structure with 
aluminum and glass curtain wall 


Belwatt, courtesy Clerk Windows Ltd. 


sions of either or both editions. 

Mr. Ferguson estimates that resi- 
dents of municipalities employing 
the National Building Code number 
more than one third of the total pop- 
ulation of Canada, and more than 
one half of the country's total urban 
population. 

The code is administered by. the 
Division of Building Research, Na- 
tional Research Council, through an 
advisory committee of eight staff 
members. The committee works 
through three advisory groups, deal- 
ing with structure, fire and health, 
respectively, with government and 
industry representatives. 


Competition for New City Hall 
Attracts 252 Entries 


Two hundred fifty-two Canadian 
architects have signified their in- 
tention of participating in the design 
competition for Winnipeg’s $6 mil- 
lion city hall. Of the total, 23 are 
from Manitoba, 96 from Ontario, 61 
from Quebec, 37 from British Colum- 
bia, 25 from Alberta, seven from 


cost an estimated $1.8 million, will provide 
a 42- by 72-ft swimming pool, three gym- 
nasiums, library, offices and seminar and 
lecture rooms. Exteriors will be buff brick 


Mercantile Assurance Building, Ste. Hya- 
cynthe, Que.;’ David and David, Montreal, 


Architects; Max Neithard, structural en- 
gineer; J.-P. Huza and Associates, mechani- 
cal engineers; Charles Gilbert Ltée, general 
contractor. New head office of La Cie 
d’Assurance Generale de Commerce pro- 
vides some 64,000 sq ft of total floor area 
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nother AMERICAN Lustragray Installation. . . 


the glass that reduces sun glare and heat without sacrificing vision 


Subject: Phalo Plastics Building, Shrewsbury, Mass. Builder: LZ//y Construction Company, Boston, Mass. 


Glazier: Waltham Door & Window Company, Waltham, Mass. 


Lilly Construction Co, 


the builder has his say about 
Lustragray’s 


client appeal: 


"I've used Lustragray on quite a few jobs now because my 
clients like what it offers. Its degree of opacity gives a feeling 
of solidity to a building that has large areas of glass. They also 
like the glare-reducing feature of this glass. It’s easy on the 
eyes, yet provides cheerful "clear glass" vision from the 
interior. Also, its neutral gray shade doesn’t limit the selections 
of colors for furnishings or exterior wall materials. Probably 
the biggest reason my clients use Lustragray is its attractive 
appearance. The glass gives a building a look of distinction. 
And, too, the price is right.” 

See what Lustragray can do for your next building. Consult 
your phone directory for your nearest AMERICAN distributor 
or glazier, or write our Architectural Promotion Division— 
Dept. LG— today. 


Midas LU Panes, 


AMERICAN - SAINT GOBAIN 


CORPORATION 
General Offices: FARMERS BANK BUILDING * PITTSBURGH 22, PA. 


AMERICAN-SAINT GOBAIN CORPORATION is a merger of the former American Window Glass Company, Pittsburgh, Pa., and the former Blue Ridge 
Glass Corporation, Kingsport, Tenn. (which was a wholly-owned subsidiary of Saint-Gobain of Paris, France). American Window Glass Division plants 
are located in Arnold, Jeannette, Ellwood City, Pa.; Okmulgee, Okla. Blue Ridge Glass Division plant is located in Kingsport, Tenn. 
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News from Canada 


Saskatchewan, two from Nova Scotia 
and one from New Brunswick. 

Six finalists will be selected in the 
two-stage competition. The prelim- 
inary stage closes December 8 and 
the final stage closes May 11, 1959. 

Judges are Pietro Belluschi, dean 
of the School of Architecture and 
Planning, Massachusetts Institute of 
Technology; Ralph Rapson, head of 
the Department of Architecture of 
the University of Minnesota; Eric 
W. Thrift, director of the metropoli- 
tan planning commission of Greater 


Winnipeg; Architect Alfred Roth of 
Zurich; and Architect Peter M. 
Thornton of Vancouver, winner of a 
1955 Massey Medal. 


Art Gallery Competition 
Winners Announced 


Entries in the recent nationwide 
competition for the design of a 
Canadian community art gallery were 
recently displayed at the Vancouver 
Art Gallery. 


SECTION B PUSH—PULL UNITS 


USH—PULL—KICK 


SECTION PLATES 


SECTION D MISCELLANEOUS 


DOOR HARDWARE 


SPECIALTY 
SECTION E eps 


FEDERAL 
, SECTION F SPECIFICATIONS 


Designed with Cou in Mind 


Available now! Completely new, revised Cipco 
Architectural Hardware Catalog. Contains illus- 
trated detail data you need—answers most ques- 
tions that arise in specifying. Sectionalized and 
color indexed for quick reference. Arranged for 
convenience—here is a catalog designed to help 
you keep pace with todays demands. 


CORPORATION 


2200 COLE STREET « ST. LOUIS 6, MO. 


44 ARCHITECTURAL RECORD October 1958 


Open to members of the R.A.I.C., 
R.LB.A. and A.LA. domiciled in 
Canada, as well as to graduates and 
final year students of Canadian ar- 
chitectural schools domiciled in Can- 
ada, the competition was sponsored 
by Graham Bell Ltd., Streetsville, 
Ont. Two awards were offered: a 
first prize of $1000 and a second 
prize of $250. 

Professional adviser was Prof. 
James A. Murray of Toronto. Panel 
of assessors was composed of Peter 
Dickinson and R. C. Fairfield, Toron- 
to architects, and Alan H. Jarvis, 
director of the National Gallery, Ot- 
tawa. 

Object of the competition was to 
make a “practical contribution to the 
proper housing of works of art in a 
Canadian community" and to encour- 
age “imaginative thinking about 
ways in which porcelain enamel may 
be used in building." 

Presentation of awards to the 
prizewinners was made in Vancouver 
by the celebrated artist, Laren Har- 
ris. 


News Notes 


Record attendance is expected at 
SESSION '58, to be held at Banff Oc- 
tober 6-11 under the sponsorship of 
the Alberta Association of Archi- 
tects. Special guest this year is Paul 
Rudolph, noted U. S. architect and 
chairman of the Department of Ar- 
chitecture at Yale University. . . . 
The PROVINCE OF QUEBEC ASSOCIATION 
OF ARCHITECTS expects to occupy its 
new premises in Montreal next Janu- 
ary or February. Legal difficulties in 
obtaining a clear title to the property 
are responsible for the delay... . 
The new FIRE RESEARCH BUILDING 
of the National Research Council, Ot- 
tawa, which now forms part of the 
Building Research Center, was 
opened on October 3. A two-day con- 
ference on fire prevention and fire re- 


Contracts Awarded: Comparative Figures" 


(in $ million) 


300 eis | /\\ = 
7 * 4 Y 
ДЕЕ аа 
250 5 3 г) y t X 
B YA 
` 
200 | 
ГА 
150 SS Ф 
v 


50 | ИИ ЭЕ 
J F МА М J J A S о N D 


“Compiled by the Editor and staff of The Building Reporter, 
from information collected by Maclean Building Reports 


* 


GOOD PUBLIC RELATIONS begin at the door. Here the traditional 


dignity of this walnut-faced Weldwood “Stay-Strate®” Door 
provides contrasting balance for the airy mood created by 
pastel colors and glass. “Stay-Strate” Doors—in a wide range 
of beautiful hardwood veneer faces—have inert, incom- 
bustible mineral cores of Weldrok? , and are unconditionally 
guaranteed to give completely satisfactory service. Guar- 
antee includes replacement and all labor costs involved. 


Sm ea Ps 


AS HANDSOME as they are effective, Weldwood Fire Doors 
are an effective fire barrier which protects against transmis- 
sion of destructive heat. Doors come in many hardwood face 
veneers—such as birch, oak, walnut—over a solid mineral 
core of fireproof, heat-retarding Weldrok. Tested, approved, 
and labeled for all Class “B” and Class “C” openings by 
Underwriters Laboratories, Inc., Weldwood Fire Doors 
carry the same guarantee as “Stay-Strate” Doors. 


Architectural Doors by Weldwood... 


beautiful complements to well-designed interiors 


114 branch showrooms in United States and Canada 


FOR SCHOOLS, office buildings, hospitals and single- and multi- 
residence dwellings, Weldwood Architectural Flush Doors provide 
distinctive good looks and structural integrity. There are numer- 
ous constructions for interior and exterior use: the Weldwood 
“Stay-Strate” Door with Weldrok mineral core, the Weldwood 
Staved Lumber Core Door, as well as Weldwood Hollow-Core 
Doors. For heavy-duty applications, the Custom Royal Door, 
made with Micarta® or other high-pressure laminate, or the 
Weldwood Evergrain Door, with protective overlaid faces, pro- 
vide exceptional durability combined with handsome appearance. 

The new Weldwood Sound Proof Door is a well-engineered 
product which combines handsome appearance with efficient 
sound control. We believe it to be the finest door of its type on 
the market. 

All Weldwood Flush Doors can be supplied prefinished in 
standard or custom finishes, as desired. 


=========== SEND FOR DETAILED BOOKLET ~7-7-------- 


United States Plywood Corporation 
55 West 44th Street, New York 36, N. Y. AR10-58 


Please send me Booklet No. 1765—“Weldwood Doors.” 
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School days are happy days... with 


REPUBLIC STEEL LOCKER 


"Meet you at the locker", standard invitation of 
our young society. Here, friends meet, and the — 


future of America takes shape. Republic Steel 
Lockers offer even more than these important 
aesthetic values. 

They offer architects, engineers, and design- 
ers built-in beauty that goes with the pride of 
any school. Built-in protection of personal 
effects, plus adequate storage. 

They offer school administrators over-the- 
years economies through low original costs, 
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low installation costs, practically no mainte- 


nance costs. Here's why: 

Strong, sturdy Republic Lockers are made of 
steel, then BONDERIZED. This Republic feature 
provides a superior base for paint, protects 
against rust, corrosion, and restricts damage due 
to bumps, scratches, and abrasion of everyday 


` service to the site of the injury itself. 


Call your Republic representative. You'll be 
impressed by the savings and economies he 
can offer you. Or, write direct. - 


lf yov. are designing, building, buying new, or 
remodeling school facilities, let Republic's Berger 
Division help you with school locker planning and 
installation. Call or write for complete details. 


School days are happy days 
with TRUSCON VISION VENT® 
WINDOW WALLS. This excit- 
ing type of fast, economical 
wall construction goes up quick- 
ly because it’s a wall with the 
window already in place, com- 
pletely contained within the 
depth of window-framing mem- 
bers. Steel Vision-Vent Walls of 
double-hung or projected types 
are available with Truscon’s 
famous Supercoat finish in col- 
ors. Suitland Junior High School, 
Suitland, Maryland. Architects: 
Paul H. Kea Associates, Hyatts- 
ville, Md.; Contractors: Southern 
Commercial Construction Co., 
Washington, D. C. 


SCHOOL WITH A HAPPY ELEC- 
TRICAL FUTURE has all wiring 
protected in adequate size 
Republic ELECTRUNITE® Electrical 
Metallic Tubing. Adequate size 
ELECTRUNITE E.M.T. provides a 
built-in electrical system that can 
be easily expanded as future 
needs require. No costly remod- 
eling. Your electrical contractor 
simply pulls out old wiring, pulls 
in the new. And, original instal- 
lation economies save school dol- 
lars. Republic ELECTRUNITE E.M.T. 
is approved for concealed, 
open, and concrete construction. 
Send coupon for more reasons 
why,"The best costs less installed.” 


REPUBLIC'S STAINLESS STEEL 
solves hot 'n cold food serving 
problems at Dartmouth College. 
The McCall Refrigeration Corp., 
Hudson, N. Y., fabricates these 
THERMOCOLD Hot and Cold 
Food Banks from stainless steel 
for many reasons . . . attractive 
appearance; tough, hard sur- 
face withstands severe service; 
easy to clean. Stainless steel's 
extreme adaptability and flex- 
ibility can help you solve your 
food handling and serving prob- 
lems, too. Ask your equipment 
supplier, or write Republic. 


City. 


LS — 


Name 


Firm 


Address 


REPUBLIC STEEL CORPORATION 
DEPT. AR -6341 
1441 REPUBLIC BUILDING e CLEVELAND 1, OHIO 


Please send more information on the following: 
О Republic Steel Lockers 
O Truscon Vision-Vent Window Walls 
O Republic ELECTRUNITE E.M.T. 


Title 


Zone— State 
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News from Canada 


search followed the ceremony... . 
RICHARD MANN, a 1957 graduate of 
the University of British Columbia 
School of Architecture, has received 
a short-term grant of $650 from the 
Canada Council for a study trip to 
Europe. ... An EXHIBITION of the 
work of Quebec architects will be 
held October 17-28 at the Montreal 
Fine Arts Museum. Paul O. Trepan- 
ier of Granby, a member of the Coun- 
cil of the P.Q.A.A., heads the com- 
mittee in charge. . . . А new AR- 
CHITECTS' MATERIALS CENTER is be- 
ing planned for Vancouver. Leading 


members of the Architectural Insti- 
tute of B.C. have formed a non- 
profit association to operate it. Tt will 
comprise 3500 sq ft of display space 
adjoining the new headquarters of 
the Institute at 1425 West Pender 
Street. . . . John Martland, а mem- 
ber of the ALBERTA ASSOCIATION OF 
ARCHITECTS, returned from a trip 
abroad with a piece of one of the tim- 
bers removed from the 600-year-old 
tower of St. Botolph's Church in Bos- 
ton, England. He has carved it into a 
gavel and presented it to the Edmon- 
ton city council. 
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... probably the most 
industrious worker 
in multiple-Floor 


buildings 
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To stand the use and abuse that it 
must, a dumb waiter must be care- 
fully and soundly engineered. Em- 
phasis should be on safety, sturdi- 
ness, heavy duty construction and 
most important — dependability. 

You can protect 
your clients by speci- 
fications that will in- 


PL LLLI 
x 
bl 
м, 


» y 
Ф? here’s why. • • A dumb waiter lifts ы“ 
vertically loads of every description between floors faster * 
and easier than any other method of transportation — just | 
by pushing a button. It reduces work loads, saves valuable Ф 
~ man hours and increases overall efficiency. * 


sure this dependable service. Let 
Sedgwick study your lifting prob- 
lem, make recommendations, sub- 
mit suggested specifications and 
prepare preliminary sketches of 
hoistway requirements. This is a 
free consultation service based on 
over 65 years of specialized ex- 
perience offered by Sedgwick. 


Sedgwick MACHINE WORKS 


142 WEST 15TH ST., NEW YORK 11 
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One of a series of advertisements run in 
a leading Canadian financial paper by the 
Publie Relations Committee of the Ontario 
Association of Architects 


The Making of 


an Architect 


Before a man may call 
himself an architect in 
Ontario he must: 


Study five years at a 
university and receive 
the degree ‘“‘Bachelor 
of Architecture” ; 


Work two years at 
least with a practising 
architect; 


Satisfy the Registra- 
tion Board of the On- 
tario Association of 
Architects as to his 
qualifications; 


Agree to abide by a 
rigid Code of Ethics 
and to maintain a high 
standard of profes- 
sional practice. 


That is why, when you 
engage a practising archi- 
tect, you are assured of 
getting the most for your 
building dollar. 


For his fee—a small, 
fixed percentage of the 
total cost—the architect 
analyzes the owner's prob- 
lem, prepares the plans, pro- 
vides an intelligent design, 
co-ordinates the structural, 
mechanical and electrical 
services, calls for tenders, 
supervises the construction, 
certifies payments to the 
contractor, and is available 
Jor consultation on every- 
thing from the selection of 
furniture to landscaping. 


Only a qualified architect 
can fulfil all these require-. 
ments. 


Before you build — 
consult an architect 


ONTARIO 
ASSOCIATION 
of ARCHITECTS 


50 PARK ROAD 
TORONTO 5, ONTARIO 


sanitation maintenance and chemicals all take their tofl. 


In food processing plants, dairies, meat packing plants, bakeries, 


breweries, institutions, power houses, etc. all over the world, 


years of trouble-free service. 
Summitville heavy-duty floor brick is available in five floor surfaces 


to answer any requirement. 


Consult your local ceramic tile contractor or write for the full story 
еч of Summitville’s acid-resistant floor brick, quarry tile, 


c glazed quarry tile, large unit 12-veneer. 


ES 
— CX EUH Write for new full-color Catalog Dept. R. 
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Bakery: Pepperidge Farms, Inc. 
Downingtown, Pa. 

Contractor: Drehmann Paving & Flooring Co. 
Philadelphia, Pa. 
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WHERE ALL OTHER FLOORS FAIL::> 
uuu ACID:RESISTANT 
HEAVY-DUTY FLOOR BRICK 


Floor failure is caused by many things... traffic, acids, oils, caustics, vehicles, 


Summitville heavy-duty floor brick is the answer to all these floor problems. 


over 30 million sq. ft. of Summitville floor brick have provided 
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ҤАПНҤН 


EGISTERS 


and 


GRILLES 


(formerly STEWART) 


Air Devices Inc., has acquired the complete 
line of STEWART Registers and Grilles to add 
to job proven AGITAIR Diffusers, Filters and 
Exhausters...THERMOTANK High Velocity 
Mixing Boxes and Punkah Louvres. 

Now from one source, Air Devices Inc., you 
can select with confidence and specify any 
AGITAIR product and be assured that the 
item or items selected will meet every per- 
formance and architectural requirement. 

All Air Devices Inc. representatives have 
practical "on the job" experience in the ap- 
plication of Agitair products. They will gladly 
assist you in the selection, sizing and appli- 
cation of these products. 


AIR DEVICES INC. 


185 MADISON AVENUE, NEW YORK 16, N. Y. 


high velocity units • punkah louvers 
air diffusers • filters • exhausters 
registers and grilles 
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тып SAVINGS СОННЕН 


SALT LAKE CITY, capital of Utah, began its unique history in 1847 when Brigham 
Young halted his determined group of 148 Mormon pioneers at Emigration Canyon and 
declared, “This is the place!” Today, Salt Lake City, in a beautiful setting at the foot of the 
Wasatch Mountains, is the largest city between Denver and the Pacific coast and a rapidly. 
expanding industrial center in a region of rich natural resources. OTIS, the pioneer in pro- 
viding and maintaining safe vertical transportation for passengers and materials, has fulfilled 
76% of Salt Lake City’s diverse requirements. This is to be expected of the leader. Outstand- 
ing value has made OTIS the accepted word for elevator quality in the cities of the world. 
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OTIS 
ELEVATOR 
COMPANY 


260 11th Avenue, New York 1, N. Y. 
Offices in 501 cities around the world 


AUTOTRONIC® OR ATTENDANT-OPERATED PASSENGER ELEVATORS * ESCALATORS * TRAV-O-LATORS * FREIGHT ELEVATORS * DUMBWAITERS NERO a 
ELEVATOR MODERNIZATION & MAINTENANCE * MILITARY ELECTRONIC SYSTEMS * GAS & ELECTRIC TRUCKS BY BAKER INDUSTRIAL TRUCK DIVISION industrial trucks 
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Washington Topics by Ernest Mickel 


Work Begins on Extension of 
U.S. Capitol East Front 


Seaffolding appeared along the cen- 
tral portion of the east front of the 
U.S. Capitol building during the 
last days of August, confirming the 
fears of many architects opposed to 
the remodeling that the $10.1 mil- 
lion project would be undertaken 
despite the storm of protest. Only a 
few days passed after the second 
session of the 85th Congress closed 
before the scaffolding was put in 
place. 


This marked the start of one of 
the most controversial building proj- 
ects of all time, one in which organ- 
ized architects of the nation took a 
major role, The American Institute 
of Architects protested extension of 
the east front central section on 
grounds it will destroy a historic 
monument and that the space gained 
will be costly beyond comparative 
work of any sort. This view was 
reiterated when the A.I.A. at its an- 
nual convention in Cleveland in July 
voted overwhelmingly to continue 
its opposition. 


Suat off, the otl 
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pr CTION 5A 
1959 EDITION мими м 


useful information. 


be an invaluable aid. 


KEWAUNEE 


MFG, CO., Adrian, Michigan 


TECHNICAL 


FURNITURE INC., Statesville, North Carolina 


Send Coupon for Manual 5A 


Basically, a typical secondary 
school science curriculum will include 28 various 
activities often involving more than one teacher. 
Careful analysis of these combination science 
room requirements plus the helpful cooperation 
of leading architects and educators, have resulted 
in a manual showing 26 floor plans, equipment 
elevation drawings, roughing-in data and other 


If you are planning new construction or remodel- 
ing your present science rooms, this manual will 


KEWAUNEE MFG. CO. 5046 S. Center St., 
Adrian, Michigan 


Name 


Address School 


72 PAGES FILLED WITH 
HELPFUL PLANNING 
INFORMATION . . . 


Your Guide 
to Better 
Science Room 
Installations 


* 


Please send your new 5A Manual. | 


State 
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The first work on the east facade 
entails the making of measurements 
and molds to record precise dimen- 
sions of trim to be replaced in mar- 
ble when the section face is moved 
to the new line. The Aquia sandstone 
of the original walls is badly weath- 
ered and large chunks have dropped 
from the cornices from time to time. 

The office of the Architect of the 
Capitol was expected to let contracts 
for the stone work at an early date. 
Thus moved forward a project that 
had been argued heatedly for dec- 
ades and which had drawn the criti- 
cal attention of many architects and 
engineers as no similar work had. 

A last-minute effort to “rescue” 
the Capitol failed in the Senate when 
the Smith bill was called up on Au- 
gust 14 and voted down after lengthy 
debate. This legislation, introduced 
by Representative Smith (R-N. J.), 
would have changed the language of 
the legislative appropriations act of 
1956 to eliminate its requirement 
that remodeling of the Capitol pro- 
ceed in conformance with the famous 
“Scheme B” of 1905 which stipu- 
lated moving the central portion for- 
ward 32.5 ft. The final vote on this 
bill was 32 for rejecting the lan- 
guage, 47 against. Seventeen sena- 
tors did not vote. 

Prior to the roll call, Minority 
Leader Senator William Knowland 
(R-Calif.) recited a methodical re- 
view of the issues, touching on space 
needs, the so-called architectural de- 
fect of the dome overhang, deterio- 
ration of the old stone, the character 
of the east front, the court, the cost 
and the charges of secrecy leveled at 
the Architect of the Capitol and the 
Commission charged with responsi- 
bility for the work. 

A final amendment by Senator Jo- 
seph Clark (D-Pa.) was readily ac- 
cepted by the bill’s author, and 
would have specified that the east 
facade be repaired in place as an 
alternative to eastward movement. 


Highway Advertising Standards 
Are Issued for Comment 


Regulations for control of outdoor 
advertising along the country’s new 
Interstate Highway System were 
promulgated by the Department of 
Commerce. This spelled а certain 
triumph for the American Institute 
of Architects, which had taken an 
active role in persuading Congress 
to enact a law including provision 
for control. 

The new standards, as advertised 
for comment by the Commerce De- 
partment late in August, made ef- 
fective the law's mandate that signs 
Should be controlled as a matter of 
publie interest. The law reads that 

continued on page 55 


Foyer of the Hallmark Building, Kansas City, Missouri. Welton Becket and Associates, Architects and Engineers. Long Construction Co., General 
Contractor. Slater Tile and Mantel Co., Tile Contractors. 

Walls: Pan-O-ramic Blend 3003-26. 1W" squares. Gray Granite, Light Gray, White; Sand Buff and Sand Brown Textone. Floor: Gray Granite Pavers. 
Color Plate 376. 


Fresh Today...Tomorrow...and in 2008! 


Tile is impressive—not only in the foyer, but also on Our Design Department at Olean 
is experienced in developing details 


for special tile treatments, in 
conjunction with the architects 
plans. We will be glad to assist you 
on your next project. 


exterior walls, facade, planting boxes, columns, and 


elsewhere on the beautiful new Hallmark Building. 


CERAMIC TILE 


merica 
ean 


CERAMIC MOSAIC DESIGN DEPARTMENT 
OLEAN, N. Y. 


The tile areas will look as fresh and lovely in 2008 as they 


do today —a pleasant thought for those who designed the 


building, a lifetime of satisfaction for those who occupy it. 


EXECUTIVE OFFICES AT LANSDALE, PA.— FACTORIES: LANSDALE, PA. » OLEAN, N.Y. MEMBER: TILE COUNCIL OF AMERICA • PRODUCERS’ COUNCIL 
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CONTINENTAL 


clears the air 


CONTINENTAL amp 
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CONTINENTAL 


clears the air 


AIR FILTERS, Inc. 


CONTINENTAL CLEARS THE AIR WITH NE 
HAND-OPERATED, ROLL-AWAY FILTER 


NEW CONOMANUAL ROLL-AWAY FILTER 
NEEDS LESS ATTENTION AND LABOR 


ARCHITECTS AND 
ENGINEERS APPLAUD 
NEW DESIGN CONCEPT 


Industry acceptance of the concept 
on which their business has been built 
is called ‘‘gratifying’’ by officials of 
Continental Air Filters, Inc. 

Twelve years ago a small group of 
men became dissatisfied with prevail- 
ing thinking in the air-filtration in- 
dustry, decided that progress lay in 
more aggressive, creative thinking and 
imaginative, forward-looking engi- 
neering. They determined to put their 
theories to the test, pooled their 
modest capital, and on April 25, 
1946, started their own business as 
Continental Air Filters, Incorporated. 
While admitting that the going was 
rough in the beginning, officials say 
that their progressive approach to de- 
sign and engineering has helped build 
the company beyond the million- 
dollar annual sales level in relatively 
short time. 


LV SCREEN WIRE FILTER 
GOOD ALL PURPOSE BUY 


For operations requiring an all-pur- 
pose, low-cost filter, Continental's LV 
Screen-Wire Type is still a general 
favorite. Made of crimped, galvanized 
hardware cloth and screen wire in a 
highly rust-resistant, hot-dipped gal- 
vanized steel-channel frame, this vis- 
cous impingement filter gives a long 
service life for its price. Available in 
both 2" and 4" thicknesses. Full de- 
tails by writing for Catalog No. 600 
. coupon below. 


DYCON DRY-TYPE FILTERS 
EFFECT MAJOR ECONOMIES, 
SUPPLY HOSPITAL CLEAN AIR 


By eliminating replacement material 
costs and a major portion of mainte- 
nance labor required with other appli- 
cable filters, Continental Dycon air 


filters effect spectacular, long-term 
economies. Graded synthetic fibers 
bonded into a wool-like Dycon blan- 
ket, supported in a sturdy aluminum 
frame, remove and retain even very 
fine dust particles from the air stream 
—are widely used in hospitals, other 
institutional buildings and industrial 
plants. This deep-bed-type permanent 
filter has 3 to 4 times the dust-holding 
capacity of conventional dry-type fil- 
ters before resistance reaches .50" 
W.G.—thus greatly extending service 
period. Flushing with cold water 
repeatedly restores loaded filter to 
original resistance and dust-holding 
capacity. 

DYCON air filters are available in 
extended-surface Type CA-24 (8” 
deep), Type CA-20 (4” deep), and 
flat Type DY (1” thick). For more 
detailed information, write for Bulle- 
tins 450 and 570 . . . coupon below. 


60,000,000 CFM of Air Cleared by 
Continental Self-Cleaning Automatics 


The fact that Continental’s automatic, self-cleaning air-filters are currently 
clearing more than 60,000,000 CFM of air has been revealed by recent tabu- 


lations. Installations varying in capacities from 5000 
CFM to 233,760 CFM are operating in all quarters 


of the globe. 


Popularity of this filter is attributed to 3 major 
Superior Media Design, 
relatively clog-proof, has large, dust-holding capacity, 
Ferris Wheel Action 
which transfers filter sections from front to rear cur- 
tain without reversing them to direction of air flow, 
thus preventing dirt from blowing back into clean 
(3) Vigorous flushing 
action which assures positive cleaning of media after 
each cycle. Complete information is available by writ- 
. coupon at right. 


advantages: (1) 


and is readily cleanable. (2) 


air stream from rear curtain. 


ing for Catalog 210 . . 
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CONOMATIC SALES 
STILL RISING 


Engineered to filter automatically and 
with maximum economy, Continen- 
tal’s Conomatic is showing a steadily 
rising sales figure. Customers seem to 
agree that this roll-away type, dispos- 
able-media filter clears the air at the 

lowest cost-per-cubic- 

foot of any filter in 
= its classification, and 
| delivers dependable 

automatic perform- 


ms ance with a mini- 
| “ mum of maintenance 
| E attention. 


Economy features 
are minimized main- 
tenance require- 
ments; the media 
saver switch, which 
extends media life; 
and new improved 
media. In this filter 
Continental’s engi- 
neers have achieved 
a simplicity of design that reduces 
moving parts to a minimum; provided 
positive controls which are practically 
fool-proof; developed a direct drive 
for media advance mechanism which 
eliminates the usual problems of vari- 
able speed drives and slip clutches, 
and provided for easy reloading of 
media. For more detailed information, 
write for Bulletin No. 802 . . . coupon 
below. 


CONTINENTAL Ё 


Successful development of a hand- 
operated, roll-away type, viscous im- 
pingement filter has been announced 
by CAF, Inc. Designed especially for 
installations where cost limitations 
preclude automatic equipment; but 
where the convenience, economy, and 
cleanliness of a roll-away, disposable- 
media filter are desired, the CONO- 
MANUAL is already on the market 
and rapidly gaining nation-wide rec- 
ognition. 

William K. Gregory, President of 
Continental, states that the CONO- 
MANUAL is proving particularly ad- 
vantageous for schools, churches, and 
other installations where use is inter- 
mittent and budgets are low. ‘‘In 
addition to its initial economy,’’ says 
Gregory, ‘е Conomanual requires 
little maintenance time or cost, and is 
available for any capacity.” 

Conomanual’s new synthetic fiber 
media is a 44-inch blanket reinforced 
with sturdy cotton mesh to provide 
great tensile strength. It is moisture-, 
fungus-, and fire-resistant. Low re- 
sistance and unusually high dust- 
holding capacity extend filter life and 
add to the amazing economy of this 
filter. Complete details available in 
Continental's Bulletin No. 850... 
coupon below. 


E-Z-WASH FILTERS 
SAVE TIME, MONEY 


Continental’s widely-known E-Z-Wash 
Air Filters offer exceptionally high 
efficiency with initial resistance as 
low as any filter in their field. Their 
all-metal patented honeycomb media 
assures long service periods with very 
slow build-up of resistance, is easy to 
wash, functions with complete satisfac- 
tion at face velocities ranging between 
350 and 600 FPM. Readily flushed 
clean with a cold-water hose, they are 
easily re-oiled in a dip-tank or with 
convenient aerosol spray can. Com- 
plete information available in Con- 
tinental’s Bulletin No. 423...coupon 
below. — 


E 


FHTERS 


RIR FILTERS, Inr. 


2522 Helm St. 


checked below. 


Please send me, without obligation, architect's and engineer's catalogs 


Louisville, Ky. 


[] No. 470 C] No. 600 [] No. 802 C] No. 210 
L] No. 423 C] No. 450 L] No. 850 L] No. 570 
NAME оз 
ADDRESS 


There’s a 


ПТІПЕПТАІ 


presentative 
-AR YOU 


ALBUQUERQUE, N. M. Techincal Service Co. 
ATLANTA 5, GA. C. T. Pottinger & Co. 
BALTIMORE 8, MD. Easter & Woodward, Inc. 
BATON ROUGE, LA. Frank A. Birdsong 
BIRMINGHAM, ALA. A. J. Pittman 
BOSTON, MASS. Leonard F. Luchner 
BUFFALO, N. Y. H. E. Rieckelman Co. 


CHARLESTON, W. VA. The Pedley Equipment Co, 


CHARLOTTE, N. C. Robert E. Mason Co. 
CHICAGO, ILL. Fred Balzer 

CINCINNATI, OHIO G. V. Sutfin Company 
CLEVELAND, OHIO Mussun Equip. Co. 
COLUMBUS, OHIO United Equipment Co. 
DALLAS, TEXAS Joiner-Meade-Capers, Inc. 
DETROIT, MICH. R. J. Coughlin Co. 

EAST ORANGE, N. J. A. F. Hinrichsen, Inc. 
EL PASO, TEXAS Technical Service Co. 
FARGO, N. D. Therm-Air Sales Corp. 


FORT WORTH, TEXAS Joiner-Meade-Capers, Inc. 


FRESNO, CALIF. Sanford Mechanical Equip. Co. 
GRAND RAPIDS, MICH. Frank E. Wilson 
HOUSTON, TEXAS R. H. Wittbold Company 
JOHNSON CITY, TENN. O. M. Jones Company 
KANSAS CITY, MO. W. K. Dyer & Company 
LAWTON, OKLA. Jones-Newby Supply Co. 
LOS ANGELES, CALIF. Hess, Greiner & Polland 
LOUISVILLE, KY. Thermo Control Company 
MEMPHIS, TENN. James Coleman 

MIAMI, FLA., Joseph L. Middleton Co. 
MILWAUKEE, WIS. Ed. Gifford & Co. 
MINNEAPOLIS, MINN. Gorgen Company 
NEW ORLEANS 25, LA. Frank A. Birdsong 
NEW YORK, N. Y. A. F. Hinrichsen, Inc. 
NORFOLK 10, VA. J. A. Hagan Jr. & Co. 


OKLAHOMA CITY, OKLA. Jones-Newby Sup. Co. 


OMAHA, NEB. Neill Equipment Co. 
PHILADELPHIA, PA. Mutimer Company 
PITTSBURGH 36, PA. Campbell & Associates 
PORTLAND, ORE. Mead & Associates 


SACRAMENTO, CALIF. Sanford Mechanical 
Equipment Company, Inc. 


ST. LOUIS, MO. Robert R. Waites Co. 

SALT LAKE CITY, UTAH Frontier Engr. Co. 

SAN FRANCISCO, CALIF. Sanford Mechanical 
Equipment Company, Inc. 

SANTA CLARA, CALIF. Sanford Mechanical 
Equipment Company, Mie. 


SEATTLE, WASH. George E. Mead Company 
SPOKANE, WASH. Frederick Company 
STRATFORD, CONN. Clarkson & Ostberg 
SYRACUSE, N. Y. H. E. Rieckelman Co. 
TALLAHASSEE, FLA. P. F. Hutchinson & Assoc. 
TAMPA, FLA. Trice M. Bell Agency 

TOLEDO, OHIO Air Handling Products Co. 
TULSA, OKLA, Jones-Newby Supply Co. 
WASHINGTON, D. C. A. W. Nugent & Co. 


Canada 

CALGARY, ALBERTA General Equipment Ltd. 
EDMONTON, ALBERTA General Equipment Ltd. 
MONTREAL, QUEBEC Tepro Industrial Ltd. 
VANCOUVER, B. C. General Equipment на, 


HAWAIIAN ISLANDS Harry Z. Colvin Company 


Washington Topics 


continued from page 52 


it is in the public interest to encour- 
age and assist the states to control 
outdoor advertising signs, displays 
and devices in areas adjacent to the 
Interstate System where completely 
new right-of-way has been acquired 
after July 1, 1956. 

Here are the proposed standards 
as explained by the National High- 
way Users Conference after their 
publication in the Federal Register: 

Only signs permitted within “pro- 
tected areas” (defined as all areas 
adjacent to and within 660 ft of the 
edge of the right-of-way of all con- 
trolled portions of the Interstate 
System) are as follows— 

Class 1. Official signs. Directional 
or other official signs erected in ac- 
cordance with state law. 

Class 2. On-premises signs. Signs 
advertising the sale or lease of, or 
activities conducted on, real prop- 
erty where the signs are located. 

Class 3. Signs within 12 air mi of 
advertised activities. Signs referring 
to a trade or brand name of any 
service or product sold more than 
12 mi from sign may not be per- 
mitted unless the name and location 
of the activity within 12 mi han- 
dling such product are displayed on 
the sign more conspicuously than 
the trade or brand name. 

Class 4. Signs in the specific in- 
terest of the traveling public. This 
includes information about public 
places, natural phenomena, historic 
sites, areas of natural scenic beauty, 
camping, lodging, eating and vehicle 
service deemed in the specific inter- 
est of the traveling public. 

The standards permit, without re- 
striction, Class 3 and 4 signs in pro- 
tected areas giving information 
about historic sites operated by a 
governmental unit or nonprofit or- 
ganization. 

Other Class 3 and 4 signs may be 
permitted under certain circum- 
stances: 

1. No signs visible to traffic pro- 
ceeding toward an interchange are 
permitted within two mi of such 
interchange. 

2. In the area two to five mi be- 
fore an interchange is reached, six 
signs are permitted. 

3. In the remaining area between 
interchanges an average of one sign 
per mi is permitted. 

4. No more than two signs are 
permitted within any mi and no 
signs shall be less than 1000 ft 
apart. 

5. No signs are permitted in sce- 
nic areas. 

6. Only one sign advertising a 

continued on page 370 


at laat! LOW COST 
RIGID 
FRAMES 

LL ERR 


TO MAKE THE 
RIGHT CONNECTION! 


^. i OLD 
STYLE ку 


— 4 straight тет- — V-shaped ridge 

bers! Easy to han- and L-shaped col- 

die and assemble. umns. Тоо bulky, 

No field welding. costly to ship. 
Exclusive! The new Shlagro connec- 
tion eliminates bulky, expensive ship- 
ping and awkward-to-handle shapes. 
4 straight members! No field welding 
— no skilled help necessary. Field as- 
sembly completed in no time, using 
only bolt and wrench. Now — Shlagro 
makes rigid frame construction faster, 
simpler, less costly. Write today for 
Catalog 7500. 


another FIRST by the PIONEERS 


of SQUARE columns! 


SHLAGRO 


STEEL PRODUCTS CORPORATION 
‚ SOMERVILLE, MASS. 


асн b 


#900 — SHLAGROMATIC SPACING DRILL Е 


|j ———————— Е 


title 


Please attach to your professional let- ij 
Е s terhead and mail to: 


HLAGRO STEEL PRODUCTS CORP. M 
SOMERVILLE, MASS. 
hummmmmmummd 


1 am interested in Shlagro Stock Steel 
M |y RIGID FRAMES, and other Shiagro prod- Mi 
ucts checked below: 
a Г] #500 — STOCK STEEL RIGID FRAMES W 
E Г] #100 — STOCK STEEL ROOF TRUSSES 
Г] #150 — STOCK STEEL LONGSPAN JOISTS MN 
[Г] #200 — SQUARE STEEL COLUMNS 
l (3 #225 — KARRI-MORE SQUARE COLUMNS Е 
[] #250 — SHLAGRO SHEAR HEADS 
a [] #300 — STOCK STEEL TURNTABLES 
(0 #350 — SCAFFOLDING E 
Г] #375 — SHLAGRO NO-DIAGONAL 
g LONGSPAN JOISTS Е 
[] #400 — EGG-SHELL STEEL PLATE ROOFS 
Ш 2 #550 — 5тоск STEEL VERTICAL | | 
MEMBER TRUSSES | 
E L] #600 — STEEL VERTICAL LIFT DOORS 
Г] #650—NO SHELL PRE-CAST FIREPROOF MM 
REINFORCED CONCRETE 
s COLUMNS E 
Г] #700 — STEEL FLOORSPAN GIRDERS 
Ш D #750 — STEEL WELDED PIPE TRUSSES || 
[] #800 — STOCK STEEL MOMENT CONTOUR 
8 BEAM AND GIRDER | 
Г] #825 — PREFAB BUILDINGS- 
E FLAT ROOF 
™ Г] {850 — PREFAB BUILDINGS - || 
Е 3 PITCH ROOF 
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Construction Cost Indexes 


Presented by Clyde Shute, Director of Statistica? Policy, Construction News Div., F. W. Dodge Corp., from data compiled by E. H. Boeckh & Assoc. Inc. 


Labor and Materials: U.S. average 1926-1929—100 


NEW YORK ATLANTA 
APTS., HOTELS, | COMMERCIAL AND APTS., HOTELS, | COMMERCIAL AND 
RESIDENTIAL OFFICE BLDGS. | FACTORY BLDGS. RESIDENTIAL OFFICE BLDGS. | FACTORY BLDGS. 
Brick Brick Brick : Brick Brick Brick 
and and and and and and 
PERIOD Brick Frame Concrete Concrete Steel Brick Frame Concrete Concrete Steel 
1930 | 1270 1267 | 1241 | 1280 1236 | 821 «2809 | 845 | 86.1 83.6 
~~ 1935 | 938 4913 | 1047 | 1085 1055 | 723 8679 | 840 | 871 85.1 
1939 123.5 122.4 130.7 | 1834 130.1 | 863 83.1 95.1 97.4 947 
1946 181.8 182.4 1772 179.0 174.8 148.1 149.2 136.8 136.4 135.1 
| 1944 | 2193 2220 | 2076 | 2075 2038 | 180.4 184.0 158.1 157.1 158.0 
1948 250.1 251.6 239.4 242.2 235.6 199.2 202.5 178.8 178.8 178.8 
| лоо т | 2437 2408 | 2428 | 2466 2400 | 1893 1899 | 1806 | 1808 175 
О 1950 | 2562 2545 | 2495 | 2515 2480 | 1943 1962 | 1854 | 1837 1850 | 
| 1951 | 2732 271.3 | 2637 | 2749 271.8 | 2128 2146 | 2042 | 2028 205.0 
1952 278.2 274.8 271.9 265.2 262.2 218.8 221.0 212.8 210.1 214.3 
1953 281.3 277.2 281.0 | 2860 282.0 | 223.0 224.6 221.3 221.8 223.0 
|^ 1954 | 2850 2782 | 2930 | 3006 2954 | 2196 2191 | 2335 | 2252 225.4 | 
| 1955 | 2931 2860 | 3000 | 3083 3024 | 2253 2251 | 2290 | 2315 231.8 | 
|^ 1956 | 3108 3022 | 3201 | 3286 3245 | 2372 2357 | 241.7 | 2444 2464 | 
ОО 197 | 3185 308.3 | 3331 | 3452 3398 | 2412 2390 ~~ 248.7 252.1 2547 
| Мау 1958 | 319.5 3079 | 3376 | 3519 3467 | 2412 2375 | 252.0 | 257.8 2586 7 
| June 1958 | 3237 312.3 242.9 ^ 8569 3498 | 2410 233 251.8 (2577 2585 
| July 1958 | 333.1 3189 | 3568 | 3755 3658 | 2451 2406 | 2575 | 2645 2637 
[o | іпсгеаѕе over 19232. | 96 imrease ovr 1929. 
July 1958 169.7 160.5 173.0 181.5 181.2 184.0 189.5 | 170.8 171.6 178.4 
ST. LOUIS SAN FRANCISCO 
1930 108.9 108.3 112.4 115.3 111.3 90.8 86.8 100.6 104.9 100.4 
1935 95.1 90.1 104.1 108.3 1054 | 89.5 845 | 964 | 107 997 
1939 110.2 107.0 | 1187 | 198 90 | 1056 993 | 174 | 1219 116.5 
| 196 | 167.1 167.4 | 1591 | 161.1 1581 | 1597 153795 | 1579 | 1593 160.0. 
| 1947 | 2024 2038 | 1839 | 1842 1840 | 1931 1916 | 1837 | 1868 1869 
| лов | 2279 2312 | 2077 | 2100 £2081 | 2189 2166 | 2083 | 2147 2M 
| 149 | 2214 2207 | 2128 | 2157 2136 | 2130 2041 | 2140 |2198 2161 
| 1950 | 2328 2307 | 2219 | 2253 2228 | 2270 2231 | 2224 | 2245 2226 
| 19531 | 2520 2483 | 2385 | 2409 2390 | 2452 2404 | 2396 | 2431 2431 
О 192 | 2591 2532 | 2497 | 2550 2496 | 2502 2450 | 2456 | 2487 2496 
| | 193 | 2634 2564 | 2590 | 2670 2592 | 2552 2572 | 2566 | 2610 2597 
| 19514 | 2666 2602 | 2637 | 2733 2662 | 25874 2492 | 2641 | 2725 2672 
| | 1955 | 2733 2665 | 2722 | 2813 2765 | 2680 2590 | 2750 | 2844 2796 
| | 1956 | 2887 2803 | 2879 | 2992 2933 | 2790 2700 | 2889 | 2986 2958 
| 1957. | 2920 2834 | 2952 | 307.1 3029 | 2863 2744 | 3029 | 3152 3107 
May 1958 296.6 287.3 304.9 319.0 314.0 288.9 273.0 310.9 327.7 321.0 
" June 1958 | 297.6 288.3 306.2 320.0 315.0 | 2903 2750 | 3129 | 3291 3225 
| July 1958 | 2976 2883 | 3062 | 3200 3150 | 2907 2756 | «43132 | 3291 3226 
96 increase over 1939 —— іпоғгваве over 1929  # # | 


July 1958 ; | 158.0 | 164.7 175.3 | 166.8 | 170.0 176.9 


Cost comparisons, as percentage Then: costs in A are approximately Cost comparisons cannot be made be- 


differences, for any particular type of 16 per cent higher than in B. tween different types of construction 
construction, are possible between because the index numbers for each 
localities, or periods of time within 110—95 _ 0.158 type relate to a different U. S. aver- 
the same city, by dividing the dif- 95 | age for 1926-29. 
ference between the two index num- Material prices and wage rates 
bers by one of them; i.e.: Conversely: costs in B are approxi- used in the current indexes make no 
index for city A — 110 mately 14 per cent lower than in À. allowance for payments in excess of 
index for city B — 95 published list prices, thus indexes 
(both indexes must be for the same 110—95 — 0.136 reflect minimum costs and not neces- 
type of construction). 110 « -.^ sarily actual costs. 
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For operating room Safety, specify... 


IMANY:-SPARTAN CONDUCTIVE FLOOR TILE 


Pattern 030 — Taupe Brown 


Plate No. 1070 f 


Pattern 030, Spice Brown, 
made up of 1' x 1" x 1⁄4" tile 
mounted on 1214” x 2415" sheets. 


SPARTAN, 


GENUINE 
CLAY TILE 


Romany:Spartan ceramic tile, properly installed, 


completely satisfies exacting NFPA safety code. 


With unglazed RomanysSpartan con- 
ductive tile, explosion hazards created 
by static electric sparks in anesthetiz- 
ing areas can be almost completely 
eliminated. Dust-pressed with straight 
edges, Romany*Spartan tile has a mois- 
ture absorption factor of less than 
one-half percent by weight. 

Two attractive, easy-to-clean colors 
blend harmoniously with all wall 
colors and equipment. 


It's economical, too. 1214" x 2415" 


sheets go down with maximum speed, 
at minimum cost in conventional con- 
ductive mortar or new conductive 
adhesive setting beds. 

For complete details, samples or 
specifications, consult your nearby 
Romany*Spartan sales representative. 
If you'd like Technical Bulletin 200, 
covering specifications and installation 
procedures, write United States 
Ceramic Tile Company, Dept. R-25, 
Canton 2, Ohio. 


UNITED STATES CERAMIC TILE COMPANY * THE SPARTA CERAMIC COMPANY 


MEMBERS: TILE COUNCIL OF AMERICA AND THE PRODUCERS' COUNCIL, INC. 
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HINLITE 


with built-in daylight control 


Now. 
comes THINLITE... 
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2'x4' and 2’x5’ 
MODULES 


Easy-to-handle prefabricated THINLITE Daylighting 
Panels are available in 3 colors to meet all daylighting con- 
ditions: green (for sunlight exposure), soft white (for 
general use), and sunlight yellow (for non-sun exposures). 
THINLITE Accessory Panels—Ceramic Face Glass Panels 
in a number of striking colors, Window Panels in both 
fixed and projected types, and decorative glass and porce- 
lain unit panels — provide the architect with a limitless 
variety of color and texture accents. 


THINLITE CURTAIN WALL 
AN D PRODUCT 


the sun’s rays. Optical prisms molded into its glass walls 
admit cool light from the ground and clear sky . . . 

hot, bright light from the sun is reflected. 

Result: THINLITE provides the lowest brightness and 


solar heat transmission of any daylighting medium! 


| Send for your file now. 


. . after three years of development and on-the-job testing, 

an exciting new concept in curtain 

wall construction! THINLITE is the world’s first and only curtain wall 
system with built-in daylight control: THINLITE' revolutionary | 
2/-thin Daylighting Panels “think” before they admit 
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Contains complete technical and construc- 
tion details for THINLITE Curtain Wall 
System . . . colorful architectural draw- 
ings of THINLITE schools, commercial, | 
industrial and office buildings. LM 


Kimble Glass Company, 
subsidiary of Owens-Illinois Dept. AR10, Toledo 1, Ohio 


Owens-ILLINoIs 


GENERAL OFFICES - TOLEDO 1, OHIO 
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Required Reading 


Says Koch: A Man’s Home 
Can Be His Castle 


AT HOME WITH TOMORROW. By Carl Koch, 
with Andy Lewis. Rinehart & Company, Inc. 
(New York). 208 pp., illus. $6.95. 


BY FLORENCE A. VAN WYCK 


Anyone who knows Carl Koch and his 
previous writings would expect this 
book to be just what it is: delight- 
fully readable and full of sound com- 
mon sense. There is no formality 
about it. It is, in fact, as breezy and 
almost as informal as a good gam 
aboard the author’s ocean-racing 
yacht, the Jen (AR, April '57, pp. 
215-218). Yet it is as carefully 
planned and thought-out as was Skip- 
per Koch's last race to Bermuda. 
*Everyman" is the reader to whom 
this book is addressed, and every man 
or woman considering building or 
buying a house will find it of in- 
terest. Mr. Koch is intent upon giv- 
ing the average citizen the best pos- 
sible house for his money, and states 
quite bluntly that this calls for mass 
production. “There is an understand- 
able reluctance on the part of every- 
man," he says in his introduction, 
“to build his castle of nuts, bolts and 
chromium. The industrial revolution 
will help us realize our dreams if we 


can handle it, but we haven't handled 


it too well so far. . . . This book is 
written with the hope that the ex- 
perience recorded herein may help 
everyman (at least a valid sample 
of him) to take a little more objective 
and affirmative look at his living 
problems and opportunities. For he, 
the customer, must make an affirma- 
tive demand for a living environment 
worthy of his real aspirations. The 
builder only builds what he thinks 
his customers want to buy." 

Eleven stimulating chapters, well 
illustrated, make up the body of the 
book. The first—entitled *What is a 
Home?"—is full of phrases this re- 
viewer would love to quote if space 
permitted (most notably those under 
the heading of “А place to beget and 
raise children”). Later chapters dis- 
cuss the author’s own efforts in the 
mass production field, which have 
been well known and well accepted for 


some years now: the Acorn House, 
the Conantum, the House that Tech- 
OU. а е а 

The book is attractive in format, 
with Lustron window details as end- 
papers, and a most appealing dust 
jacket. Any architect who has ever 
designed a house (and what architect 
has not?) should find this book en- 
joyable reading and one well worth 
recommending to future clients. 


Schools: Tools for Learning 


SCHOOLHOUSE. Edited by Walter McQuade. 
Produced by the Joint School Research Proj- 
ect: Aluminum Company of America, Eg- 
gers and Higgins, architects, and Walter 
McQuade. Simon & Schuster (New York). 
271 pp., illus. $10.00. 


BY H. H. WAECHTER 


This book is addressed primarily to 
school board members and parents. 
It is also reassuring, however, to ed- 
ucators and architects with its re- 
emphasis on heeding better the na- 
ture and needs of the child for whom 
we build. In the light of rapid 
changes in education, this discussion 
is most timely. 

The authors call strongly to our at- 
tention the importance of quality of 
the environment, which has great in- 
fluence on the child and his behav- 
ioral patterns. They call for making 
the school plant a successful tool for 
learning. How these theoretical ques- 
tions occur in practical situations is 
described with plasticity and sim- 
plicity of language. I am glad the 
point was made that artistic design 
is of educational value to help the 
child develop a feeling for beauty. Àn 
institutional-type plant is not liked 
by children for lack of stimulating 
variety. Such complex questions, as 
they relate to space and the child's 
feeling of belongingness, are asked 
and discussed in terms of the child's 
answers to the survey question: 
“What do children like about 
schools ?" 

The discussion of our schools’ fu- 
ture makes clear the conflict we are 
facing between fast-growing educa- 
tional needs and slow developments 
in teacher production and in avail- 
ability of teaching facilities. These 
developments, which will lead to 
larger classes and the use of mass 
communication media, will have 
enormous impact on school building 
design. The latest ideas on greater di- 
versification of high school space— 
larger rooms for labs and lecture 
rooms, smaller ones for intimate 
working—as well as increased use of 
school facilities for adult education, 
are discussed in connection with the 
problem of flexibility in planning 
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“Many vivid action shots .. .” 


This discussion of “the future” 
makes one wonder whether our pres- 
ent school building activities are al- 
ready producing obsolete artifacts. 
Attention is called further to the vast 
influence city planning has on school 
planning. 

Other chapters deal with specific 
questions concerning administrative 
and technical problems. The architect 
will appreciate the consideration 
given to how to choose or not to 
choose an architect. The detailed 
treatment of construction is an ex- 
cellent introduction for the layman; 
the material is arranged in clear ta- 
bles with many sketches. A chapter 
on design concludes this informative 
survey. Concentration, labor, and 
deep knowledge are not enough when 
it comes to design, say the authors; 
it calls for a cross between sculpture 
and poetry. This splendid “primer” 
is enlivened by entertaining and so- 
phisticated cartoons by R. O. Blech- 
man, and many vivid action shots 

continued on page 63 


Egyptian and Chinese Art 


THE ART AND ARCHITECTURE OF ANCIENT 
EGYPT. By W. Stevenson Smith. Penguin 
Books, Inc. (Baltimore). 493 pp., illus. $12.50. 


CHINESE ART. By William Willetts. Penguin 
Books, Inc. (Baltimore). 802 pp., illus. (2 
vols.). $1.50 per vol. 


Both of these books are valuable ad- 
ditions to the library: Smith for 
beauty of presentation and Willetts 
for comprehensive coverage of the se- 
lected field. 

Smith’s book, the 13th in the great 
series, the Pelican History of Art, 
covers ground which has been gone 
over before, both because Egyptology 
is one of the oldest of the art-history 
disciplines and because the function 
of this series is to present to the gen- 
eral reader what is already known to 
the specialist. The Egyptians were 
literal-minded and keenly observant, 
and this, combined with a long tradi- 
tion of good craftsmanship, strikes a 
sympathetic note for Americans. But 
the differences between us—their ap- 
plying these practical talents, what 
we would call “know-how,” to tombs, 
primarily—make us even more in- 
terested in these long-dead and pe- 
culiar brothers. 

continued on page 63 


IN FLOOR GRATING 


PITTSBURGH, PENNSYLVANIA 


Encircled in the picture above is one of several aluminum 
grating air vents in use throughout the park as air exhausts 
for the multiple-level parking area below ground. 


The arrows indicate two of the locations of a system of drain 
trenches in existence throughout the park. 


The grating installed is Borden Pressure Locked Aluminum 
Grating. This was an exacting job, one where only standards 
of quality equal to Borden's would do. Functional beauty and 
low maintenance are but two of the many advantages of 
Borden's Pressure Locked Aluminum Grating. 


| BORDEN METAL PRODUCTS СО. . 
| Write for complete 
! Gentlemen: information on BORDEN 
| PI nd me BORDEN Catalog All/Weld, Pressure Locked, and Riveted Floor 
ease se 
Gratings in this FREE 8-page catalog 
NAME ...... T—— ——m — — EEN i 
| 
TB айди ики нке — жобун ———————— 
| D 
| COMPANY NAME..... —— "——— — oc BORDEN METAL PRODUCTS CO. 
l ST. AND МО.......... —————————— 822 GREEN LANE Elizabeth 2-6410 ELIZABETH, N. J. 
| city 1o 0 TS — I PLANTS—UNION, N. J., LEEDS, ALA., CONROE, TEXAS, 


BEETON, ONTARIO 
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This Ketchum, Gina & Sharp design for a college campus is 
a striking example of modern architecture’s mating of beauty 
and function . . . with broad walks and an open feeling for 
the dignified handling of today's thronging student bodies. 
Ceramic tile in varied colors and units helped the architects 
achieve permanent, uniquely designed exterior surfaces. 

Ketchum, Giná & Sharp wove flexible ceramic tile into 
areas where handsome focal points were indicated . . . flat 
planes or columns where subdued, one-tone colors were 
needed ... . and walks where sturdy ceramic tile units paved 
the surfaces and topped the copings. 
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CERAMIC TILE 
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Any educational institution would be glad to get ceramic 
tile’s other long-range benefits, too: walls needing no upkeep 
or replacement, walks which will stand up indefinitely under 
heavy student traffic, and fireproof surfaces wherever ceramic 
tile is used. 
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ATE REN RATES, 


cERAMIC Ё 


Design for a Modern College Campus 
by Ketchum, Gind & Sharp 


The multiple benefits of ceramic tile will 
pay off handsomely for yourself and your 
client on any residential, institutional or 
commercial project you undertake. See 
your local tile contractor for up-to-date 
information—including all the details on 
the new lower-cost'installation methods 
and the new dry-curing, thin-setting 

bed mortars. 


PARTICIPATING COMPANIES 


American Encaustic Tiling Co., Inc. 
Atlantic Tile Mfg. Co. 
Cambridge Tile Mfg. Co. 
Carlyle Tile Co. 

General Tile Co. 

Gladding, McBean & Co. 
Jordan Tile Mfg. Co. 

Lone Star Ceramics Co. 
Monarch Tile Mfg. Inc. 
Mosaic Tile Co. 

Murray Tile Co., Inc. 
National Tile & Mfg. Co. 
Olean Tile Co. 

Pacific Tile and Porcelain Co, 
Pomona Tile Mfg. Co. 
Ridgeway Tile Co. 

Robertson Mfg. Co. 

Sparta Ceramic Co. 

Stylon Corp. 

Stylon Southern Corp. 
Summitville Tiles, Inc. 
Texeramics, Inc. 

United States Ceramic Tile Co. 
Wenczel Tile Co. 

Winburn Tile Mfg. Co. 


TILE COUNCIL OF AMERICA, INC. 
800 Second Avenue, New York 17, N. Y., 


Room 933, 727 West Seventh St., 
Los Angeles 14, Calif.; 


Room 220, 3409 Oak Lawn Avenue, 
Dallas, Texas 


————AUÓ 


Required Reading 


Schools... 


from school life are spread through- 
out the text. A 68-page appendix of 
illustrations, some in color, provides 
a review of a number of our best 
schools. A selective bibliography di- 
rects the reader to specialized study. 

Finally, no praise can be high 
enough for the quality of production. 
Although the list of advisers, con- 
tributors, and assistants is impres- 
sive, Walter McQuade has done a 
notable job, shaping the wealth of 
material into a harmonious and read- 
able presentation. All illustrations 
are printed in beautiful photograv- 
ure. 

That the Aluminum Company of 
America made possible this unusual 
production points to the kind of 
sponsorship of which there is more 
need in the public interest. 


Egypt and China... 

Willetts’ book is a thorough survey 
of his field. He is especially qualified 
for this work by having a knowledge 
of the Chinese language, unlike some 
Orientalists. He defines the scope of 
his study carefully: eight art-forms, 
jade, bronze, lacquer, silk, sculpture, 
pottery, painting and calligraphy, 
and architecture. Of particular inter- 
est are his chapters on architecture, 
because in the current fad for Japa- 
nese architecture, we have tended to 
neglect its interesting mainland 
counterpart. He describes how Chi- 
nese society, reaching a balance be- 
tween urban and rural components 
early in its history, has always— 
until the recent revolution—man- 
aged to exist in a state of equilibrium 
and how its architecture has reflected 
this. 

Willetts goes to some lengths to 
show that Chinese architecture is 
city planning “writ small,” that the 
house and homestead are built like 
little towns, because the patriarchal 
system of Chinese family life is a 
miniature counterpart of municipal 
and even imperial government. 

—W. Н. 


A Garden is an Experience 


CREATIVE GARDENS. By James C. Rose. Rein- 
hold Publishing Corp. (New York). 208 pp., 
illus. $10.00. 


The title of this book may, regret- 
tably, be somewhat misleading. The 
commonly held (or “garden vari- 
ety") notion of gardens is one in 
which the dominant association is 
with “flowers.” It is this misconcep- 
tion that engenders regret. Mr. Rose 
states what “garden” should mean: 
“A garden is an experience. It is not 

continued on page 382 


COAT and HAT RACKS | 
| 


.. . WALL RACKS 
Basic 2' 2", 3' 2", 4' 2" and 
5’ 2" units mount directly on 
wall. Interlocking add-on 
sections make racks of 
longer lengths and greater 
capacity. 


— — 


DOUBLE FACED....f 


These standard cloak- 

room racks (with or 

without checks) hold 

8 coats and hats per foot of 
length. Also available in 4' 2" 
and 5' 2" portable racks—with 
shock braces and large casters. 


..SINGLE FACE p 


Stationary or portable racks fit 
close against wall. Sections 
snap-lock together to make 
rigid assembly that will not sag, 
wobble or creak. 


. . floor layout service for architects 


Let our cloakroom and checkroom 
specialists suggest equipment requirements 
and efficient layout. Just send outline 

of available space, capacity desired and 
nature of load. No obligations, of course. 


VOGEL-PETERSON CO. 


1121 W. 37th St. * Chicago 9, III. 
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PITTCoO 


Beautiful in its simplicity, this 
PITTEO double-face sash is noted 
for its.strength and sturdy construc- 
tion. It-is one of a wide selection of 
PITTCO sashes, sills, heads, jambs, 
bars and mouldings available for 
complete harmony of design in 
every store front. Consult your 
PITTCO Store Front Metal Repre- 
sentative, or refer to Sweet's Archi- 


tectural File—Section 21. 


SYMBOL OF SERVICE FOR SEVENT Y.- FIVE YEARS 
PITTSBURGH PLATE GLASS COMPANY 


IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 


arcurrecturat recon Western Section 


Verdict 
By 
Default 


WESTERN EDITOR 
Elizabeth Kendall Thompson, A.I.A. | 


2877 Shasta Road, Berkeley 8, California 


Recently I served on a jury for a case in criminal court which involved a 
misdemeanor. Enough was suggested in court to indicate to the jury that 
the defendant was guilty of some wrongdoing, but because of the way 
that the case was presented by both counsel and district attorney, 
evidence was lacking to prove it. Under the judge’s charge to the jury, 
only a “not guilty” verdict could be rendered. In the absence of proof, 
a “reasonable doubt” can mean only a “not guilty” verdict. 

Shortly afterward I sat in on a meeting at which architects were de- 
ciding their profession’s stand in regard to a public structure of beauty 
and significance in the community—whether or not it should be preserved 
and how and for what uses, and at what cost. Although the real heart of 
the matter was an esthetic dilemma, it was no more possible for this 
group to consider all aspects— including the esthetic one—than it had 
been for the jury to get the whole story in its case. The architects were 
limited to consideration of one point, an important and essential one 
but not the one on which the public had the right to look for guidance 
to architects and architects only. 

What happens when architects shy from talking of esthetics, the only 
aspect of master-building which differentiates them from others in the 
building field? What happens when they treat esthetics as a dusty, pe- 
dantie philosophical system instead of as the vital philosophy which 
affects, both subtly and broadly, the life and standards of a community? 
What does it matter if they let a “reasonable doubt" become an over- 
whelming indifference to beauty ? 

What happens is that the great and beautiful—in ideas, in plans, in 
buildings, in art—are forsaken for the tawdry and mediocre. The 
voices that might have guided toward beauty were silent, and those 
that were heard shouted for expediency or special interest. | 

It is no more use to wring the hands at the state of architecture— 
especially in the public realm—than it is to bewail the loudness and 
prevalence of the voices of mediocrity. It will take action based on 
careful thinking, but not at the eleventh hour as happens all too often. 
The time to plan the building is before construction starts; the time 
to plan the answers is before the issue is on fire. 

And if we do not present our evidence fully and convincingly, if we 
do not speak with more force and more frequence for the values of 
design—human, social and esthetic—which are the lasting gifts of the 
arts to humanity, we abandon our jury, the public, to a “reasonable 
doubt" and a verdict by default. E.K.T. 


ARCHITECTURAL RECORD October 1958 64-1 


1 


Е 


ТОП 


mmm 
TTT 
Uri 


1 


т m 
=! 


114 


Nye өй "T i 


aT 


REDEVELOPMENT 

IN SACRAMENTO: 

TEN YEARS OF PLANNING 
PAYS OFF 


@ Project site is south 
“2 of Capitol Mallincen- 
ter of blighted area 


Ten years ago the city of Sacramento em- 
barked on the first steps of a plan to redevelop 
its West End district, choosing as its first goal 
a 15-block section in the heart of the Capitol 
Mall area. The end of this year will see the 
start of construction of its first project, 692 
privately financed and developed residential 
units to be known, along with a group of 
multi-story apartment buildings, as Capitol 
Towers. The high-rise units are expected to 
be under construction early next year if pre- 
sent proposals work out satisfactorily to the 
city and economically feasible to the sponsors. 
Since commitments have already been made 
or negotiations are under way for projects 
on 14 of its 15-block section, Sacramento ex- 
pects to be razing and clearing the entire sec- 
tion by next March. 


Mallsandlandscaped & 
areas will give unity Siu 
to residential section # 


WESTERN SECTION 


Entrance to multi- 
story apartments will 
havecharacter shown 


Row houses and apart- 
ments, with balconies 
overlooking mall and 
playgrounds and in- 
dividual yards, com- 
prise project 


Sponsors of Capitol Towers are Capitol 
Mall Development Corporation, Roger L. 
Stevens and James H. Scheuer, James S. 
Lonigan, executive director. Architects 
are Wurster, Bernardi & Emmons, 
Edward Larrabee Barnes, and DeMars 
& Reay; Consultants include Mayer, 
Whittlesey & Glass, planning; Carl 
Feiss, planning; Dreyfuss & Blackford, 
architectural; Nathaniel S. Keith, hous- 
ing; Lawrence Halprin, landscape archi- 
tect; and William B. Gilbert, consulting 
engineer. Robert Bradford is head of 
Sacramento’s Redevelopment Agency. 
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Western Buildings 
in the News 


PUBLIC BUILDINGS 
IN TWO 
CALIFORNIA CITIES 


EUREKA, CALIF., COUNTY COURT HOUSE: Replacing Humboldt County’s origin- 
al court house, damaged severely in 1955 earthquake, this new building will not only 
provide for county’s courts and jails but for an underground civil defense center—the 
state’s first such facility specially designed to be radiation-proof as well as blast resis- 
tant. Building, now under construction, will cost $3,375,000. Mitchell van Bourg & Asso- 
ciates are architects 


WHITTIER, CALIF., LIBRARY: Located in Whittier’s Civic Center, this library is 
designed to meet immediate needs but can be expanded by more than a third. Special 
features of the $538,350 building (which will be debt-free on completion) are multi- 
purpose room; local history room; special collection room (on John Greenleaf Whittier) ; 
and provisions for bookmobile loading and branch library operation. William H. Harri- 
son, F.A.1.A., is architect 


SCIENCE BUILDINGS FOR THREE WESTERN COLLEGES 


UNIVERSITY OF CALIFORNIA: By fall of 
1960 students on California’s Berkeley campus in 
Geography, Geology and Paleontology will be 
using this six-story $3,837,000 building which 
will provide offices, classrooms and teaching and 
research laboratories designed for the special re- 
quirements of each of these departments, 
museum of paleontology, joint library and two 
small aquaria. Warnecke and Warnecke are 
architects; Dudley Deane and Associates, me- 
chanical engineer;  Nishkian and  Nishkian, 
structural engineers 
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COLLEGE OF GREAT FALLS: Science building in this private college at Great Fal!s, 
Montana, is one unit in completely new campus on which construction will soon start. 
It will provide offices, laboratories, classrooms for teaching and research. Page and 
Werner are architects 


PEPPERDINE COLLEGE, Los Angeles: Construction of this $750,000 science building 
is one of Pepperdine’s first steps in a long-range expansion and development program. 
Building will contain departments of biological and physical sciences and 200-seat 
auditorium. Pereira & Luckman are architects and engineers for this building and 
college’s master plan 


An easily maintained, integrated fixture was needed tor Welton 
T O e | | | Becket's dramatic "squares of light" ceiling in the lobbies and offices 
of Southland Life's spectacular 42-story Southland Center in Dallas. 
e 
ACHILLES by Lighting Dynamics was specified for the lobby... 
S O | | ІО | | and its companion Apollo was used in the offices throughout the 


center. Achilles is a highly versatile fixture series ideal for this 
demountable acoustical ceiling—just as it is for countless other ceiling 
suspension systems, It’s quickly installed with a drop-in installation 
and has easy maintenance with press-to-open catches and hook-on 
hinges. Durable, Bonderized and electro-static, high-reflectance 
finishes... FOR MORE COMPLETE INFORMATION, call your 
Lighting Dynamics representative, or write to Lighting Dynamics, 
802 West Whittier Blvd., Whittier, California or Lighting Dynamics, 
8700 Ambassador Row, Dallas, Texas. 
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LIGHTING 
DYNAMICS 


ACHILLES as it will be used in Dallas' Southland Center 
designed by Welton Becket, F.A.l.A., and Associates 
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Architect: Mies van der Rohe The new, six building luxury apartment 


бором Ar goo project to be known as 900 Esplanade and 

Gen. Cont.: Herbert S. Greenwald Commonwealth Promenade will have 

P goo cere TER FIAT PreCast Shower Floors in every shower. 

Plumbing Wholesaler: Amstan Supply Added proof that products by FIAT set 
od eo Radiator е the standards of shower quality. 


THE Plus н 1238 Plush apart rs 
GED Pie tat SHOWER FLOORS 


Only the best is good enough on Chicago's 
fabulous “Gold Coast" 
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FIAT Shower Floors permanently answer the problem of 
shower floor leakage and high costs. Less product cost, 
less labor cost and less maintenance costs are the bene- 
fits of FIAT’S one-piece unit cast in a solid, monolithic 
slab with genuine marble chips. The Fiat PreCast 
Shower Floor is simply placed into position and lead 
caulked to the drain outlet. Once this simple, fast, in- 
expensive job is completed, the shower wall may then 
be built of any type material desired; plastic or ceramic 
tile, marble, plaster or structural glass. 


Send for specifications on the complete range of styles and sizes. 


FIAT METAL MANUFACTURING CO. 
932% W. Belmont Ауе. * Franklin Park, Illinois 
Since 1922... First in Showers / Packaged Showers • Doors * Floors 
Toilet Room Partitions 


nmTHER SALIBI FTE ВЕ ЫТе. bane leland f;41 U Y -fae BRnawalae CA Pali o MEI fabam Panada 


Van-Packer 
utlasts steel! 


Low cost—The Van-Packer Industrial Stack is made of prefabri- 
cated sections for economy and easy installation. It costs no more 
than a steel stack, only a third as much as brick, yet lasts substan- 
tially longer. 

Refractory construction—Van-Packer Stack sections are centrifu- 
gally-cast of refractory material. The non-corroding three-foot long 
sections come in 7 diameters from 10” ID to 30” ID. 

Needs no maintenance—Sections of the Van-Packer Stack are 
cemented one on top of another with acidproof cement and 
secured with aluminum drawbands, Aluminum outer jacket 
requires no maintenance. 

Available nationwide — The Van-Packer Stack is available through 
local Van-Packer Jobbers and Special Representatives. See “Chim- 


neys— Prefabricated" in Yellow Pages or write Van-Packer for 
Bulletin LS-32. 
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B. s no 
Реан maintenance 
ou required 

uc IT?S A 
Van-Packer ! 


Van-Packer Stack 


Pioneer Division • The Flintkote Company 


WESTERN SECTION 


Van-Packer Stack with Standard Sections 
handles boilers and furnaces efficiently. 
Can be superimposed or floor supported. 


Installing this stack is quick and easy. 
Three-foot sections are simply cemented 
atop one another with acidproof cement. 


Van-Packer Stack with Hi-Temp Sections 
handles industrial incinerators with flue 
gas temperatures up to 2000? F. 


PIONEER-FLINTKOTE, Box:2218, Terminal Annex 
Los Angeles 54, California 


[] Please send Van-Packer catalog. 
O I would like to see a P-F representative 
regarding the Van-Packer Chimney. 


Name 
Firm 
Address 
City Zone State 


ARCHITECTURAL RECORD October 1958 64-7 


lmerrent for heating, ventilating and 


64-8 


natural cooling in mild climate areas. 


——— M КИК ИНИНИ ИННИИ ИЧИНИ M 


{ыт 
КЕ ы аана е ———4@ pM 4 кииимин нинин 


HerNel-Cool II 
UNIT VENTILATOR 
with optional 


air conditioning: 


— the logical choice for Western Schools 


Will the school you are planning ever need air conditioning? The answer 
is definitely—yes. Architects and educators agree on the importance of the 
proper learning environment. And only air conditioning can assure that 
your school will have it when the weather outside is warm. 


That's why today—Herman Nelson HerNel-Cool II unit ventilators 
with optional air conditioning have been selected for use in more than 150 
schools, which are either air conditioned now or have planned for it. 


HerNel-Cool II models are the first unit ventilators to offer optional 

air conditioning, as well as heating, ventilating and natural cooling 

(with outside air). Units can be installed so the school enjoys the usual 
benefits of Herman Nelson unit ventilation. Then at any time—immediately, 
or whenever the school budget will allow it—the mere addition of 

a chiller in the boiler room is all that is needed for complete 

hot weather air conditioning. 


This can be accomplished without disruption of classroom activities... 
without expensive alteration and installation charges. The cost is far 
less than for separate heating and air conditioning systems — both for 
installation and operation. 


Want information? Write today to Herman Nelson Unit Ventilator 
Products, American Air Filter Company, Inc., 460 9th St., San Francisco, 
California. Home office: 215 Central Ave., Louisville 8, Kentucky. 
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HerNel-Cool 11 Unit Ventilators for year ‘round classroom comfort. 
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UNIT VENTILATOR Ф PRODUCTS 


System of Classroom Cooling, Heating and Ventilating 
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Pereira & Luckman, Architects; Del E. Webb Construction Co., General Contractor; 
A. H. Maxted, Inc., Masonry Contractor. 


The new Union Oil Center in Los Angeles is distinguished by 
the effective use of light-grey adhesion type Ceramic Veneer. 


Massive effect, beautiful fadeproof color and ease of main- 
tenance were all obtained with modern, versatile CERAMIC 
VENEER. 


Compatible with all materials, CV provides almost unlimited 
opportunity for originality, versatility and dramatic effect. 


Е vac, SALES OFFICES 


Los Angeles Spokane 
Moo oo Portland Seattle 
San Francisco Phoenix 
BY GLADDING, McBEAN & CC. 
Since 1875 


WESTERN SECTION 


| 


Detail shows how large scale appear- 
ance is accomplished by surrounding 
a group of pieces with a wide, 
slightly concave, contrasting color, 
accent joint. Smaller flush inter- 
mediate joints harmonize with the 
Ceramic Veneer color. 
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JUST PUBLISHED — 


the only comprehensive reference work of 
grounds planning, developing and maintenance 


GROUNDS 
MAINTENANCE 


HANDBOOK 


by Herbert S. Conover 


Here, for the first time in one place, is all the de- 
tailed information you need to supervise, maintain, 
and plan grounds. It applies equally to private, indus- 
trial, and public grounds, and is of equal help to the 
man responsible for a one-acre plot, or an industrial, 
public, or residential tract of several hundred acres. 


Economy is stressed in this book. Erosion preven- 
tion is fully covered, to help you prevent loss of val- 
uable topsoil and cracking and failure of roads and 
parking areas. Labor-saving methods are outlined. 
A complete listing of the most durable, inexpensive 


on ten-day free trial. At the end of that period, I will either remit 
payment, including postage, or return the book without obligation. 


Brief Outline of Chapters in 
Grounds Maintenance Handbook 


grasses, trees, and shrubs is included. Numerous 1. Design, maintenance, public relations. 
tables, line-illustrations and photographs make the | БИ 
2. Turf. Soil preparation, liming and fertilizing, soil analysis, 
book even more useful to you. selection of grasses, control of pests, diseases and weeds. 
А 3. Trees and shrubs. Weed conirol, cultivation, mulches, time 
GROUNDS MAINTENANCE HANDBOOK 1S to plant, pruning, planting methods, reforestation, safety for 
written with the authority of 28 years of experience workers, poisonous plants, plant materials specifications. 
in grounds planning and supervision. Herbert 5. 4. Equipment. Selection and use of spraying equipment, mow- 
: . ers, power saws, hand equipment, shredders and chippers, 
Conover is presently Landscape Architect for the portable generators, seeders, tractors, and many more. 
tremendous St. Lawrence Power Project, with head- U. Dinan. ans Saee нр NOR 
: А . control. Lists and explains use of 
quarters at Massena, N. Y. Prior to this, he served various chemicals for control of diseases, sucking insects, 
with TVA, participating in the development of many borers, pom «и = mosquitoes. Also gives architectural 
recreational facilities in the Tennessee Valley, and pepe en 
responsible for over 25,000 acres. 6. Weeds and their eradication. Classifies weeds botanically 
and practically. Ouflines chemicals, tools, and methods for 
effective control of all types. Also covers brush control and 
538 pages, 6 x 9” size stump treatment. 
е А 1. Soil erosion. Extensive coverage of control of gully erosion, 
over 175 illustrations highway slope erosion and sheet erosion with numerous types 
е ә of temporary, semi-permanent, and permanent structures, as 
complete master index for instant reference well as use of vegetation as an erosion check. 
can easily save you its cost the first time you use it в, maintenance of roads and parking areas. Complete, 
: detailed instruction for maintenance of bituminous, asphaltic, 
only $ 1 0.75 gravel, soil and concrete surfaces. И 
"€———————————ÓÁ——— ——— 9. Materials specifications. Gives specifications to be used 
when ordering, and acceptance tests for over 50 kinds of 
Dodge Books, F. W. Dodge Corporation рае, These include аа cee fill, piles and fence 
ё material, pipe, rivets, paint. Als ives instructi fo: f 
119 West 40% St, New York 18, N, Y. these materials, "7 0 S vOs пате опа "ur use o 
Send me GROUNDS MAINTENANCE HANDBOOK, @ $10.75, 10. Maintenance of picnic areas. Care of grounds, public 


facilities, play equipment, sanitary facilities, trees and shrubs, 
structures, trails. Helpful information on upkeep, and trash and 
garbage removal, 


AE r A E pate E EN T Remember, the above is just a brief outline of 
contents. 

SOME, ен неске рка акжа EOE EEE E EON 

re ae PEINT 7ОМЕ....... STATE. гъл ORDER TODAY ON TEN-DAY FREE TRIAL 


[.] Check enclosed. Dodge pays postage, same return privilege. 
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ONE-COMPANY WINDOW SERVICE 


Soulé is the West’s largest manufacturer of metal windows, 
curtain and window wall systems. Unmatched experience 
and facilities help Soulé provide architects with complete 
window service West of the Mississippi. Engineering service 
helps you with design and detailing problems; skilled 
Manufacturing techniques assure efficient products at lowest 
cost; Installation by Soulé crews provides the architect with 
complete window service from one responsible source. 


SOULE’ STEEL COMPANY 


Soulé 


LEADER IN METAL WINDOWS NE ш MES 


San Francisco 
Los Angeles 
San Diego 
Sacramento 
Portland 
Seattle 
Spokane 
Phoenix 

Salt Lake City 
Dallas 


WESTERN SECTION ARCHITECTURAL RECORD October 1958 64-11 


- YOUR FUTURE 


A GROWING AMERICA 


ie 


THE CITY THAT DIDNT EXIST A MONTH AGO 


Every 30 days the U.S. adds as many new Americans as 
live in Norfolk, Va.—creating brand-new wants and 
needs which must be satisfied. 


What does this mean to you? It means greater opportu- 
nities than ever before—in all fields. Home construction 
is expected to double by 1975. Power companies plan to 
increase output 250% in the next 20 years to provide 
the power for scores of new labor-saving devices. Cloth- 
ing suppliers predict a one-third increase in 7 years. 


With 11,000 new citizen-consumers born every day, 
there’s a new wave of opportunity coming. 


7 BIG REASONS FOR CONFIDENCE IN AMERICA’S FUTURE 


1. More people ... Four million babies yearly. U.S. popula- 
tion has doubled in last 50 years! And our prosperity 
curve has always followed our population curve. 


2. More jobs... Though employment in some areas has fallen 
off, there are 15 million more jobs than in 1939—and there 
will be 22 million more in 1975 than today. 


3. More income ... Family income after taxes is at an all- 
time high of $5300—is expected to pass $7000 by 1975. 
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4. More production . . . U.S. production doubles every 20 
years. We will require millions more people to make, sell 
and distribute our products. 


5. More savings . . . Individual savings are at highest level 
ever—$340 billion—a record amount available for spend- 
ing. 


6. More research .. . $70 billion spent each year will pay off 
in more jobs, better living, whole new industries. 


7. More needs .. . In the next few years we will need $500 
billion worth of schools, highways, homes, durable equip- 
ment. Meeting these needs will create new opportunities 
for everyone, 


Add them up and you have the makings of another big up- 
swing. Wise planners, builders and buyers will act now to 
get ready for it. 


FREE! Send for this new 24-page illus- Your 
trated booklet, “Your Great Future in a Great Future 
Growing America." Every American ina 
should know these facts. Drop a card to- 
day to: ADVERTISING COUNCIL, Box 10, 
Midtown Station, New York 18, N. Y. 


Growing America 


(This space contributed as a public service by this magazine.) 
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bulletins for your files. 
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KAISER GYPSUM COMPANY, INC. Kaiser Building—1924 Broadway, Oakland, California 
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Dream 
Panel 
for 
Exteriors 


dp PANE 


Yes, here’s the answer to an architect’s dreams for the 
ideal panel for exteriors. FOREST 3%” Panel comes іп 
many patterns, goes up fast, is warp resistant, easy to 
work, and looks beautiful when applied. 


НЕО 
Sf) 


‚+ 


Just look at these advantages: 


ADDED “BODY”? gives it more stability, more warp resistance. 
It absorbs stresses within itself. Won't split or splinter... 
No end check. 


TEMPER TREATED for weather resistance. 
LARGE PANELS go up fast... save labor costs. Come in 4 foot 
widths by 4', 6', 8', 10', 12' or 16 foot lengths. 


POPULAR PATTERNS. Choose from Platinum colored SANDAL- 
WOOD or Chestnut Brown Temper Treated ... both with hard 
smooth surfaces, or choose FOREST Rustic, the shallow textured 
surface. Your choice of grooves on 4", 8" or random centers... 
plain or shiplap edges. 

WORKS” BEAUTIFULLY. Saws, routs, trims, nails, drills 
cleanly and precisely. It's kind to tools. 


FINISHES EASILY. The hard, smooth surface paints, stains, 
varnishes easily and beautifully. Takes less paint to cover. 


It's a dream come true for use as siding, breezeways, sof- 
fits and hundreds of other uses outdoors. Excellent for 
interior feature walls or party rooms, too. 


Write for more information 


HORE 


Forest Fiber Products Co. • Р. О. Вох 68AR, Forest Grove, Oregor 
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Waste Space 
The Creative Process 


The September issue of Scientific American is devoted 
entirely to articles on creativity—a fascinating subject 
and one never enough explored. The issue includes ar- 
ticles by scientists of various kinds—a physicist, a 
biologist, a physiologist, a statistician, a psychologist, 
a mathematician, an applied scientist—on innovation 
and imagination in their fields and on some aspects of 
imagination and innovation. This issue is recommended 
reading for anyone in or about a creative field of work. 

And yet there are things with which one must take 
issue, excellent and provocative as are the articles. For 
instance, in one of the most stimulating, J. Bronowski’s 
piece on “The Creative Process," it seems to me that 
the arguments in which he brings into his scope the 
arts and, incidentally, architecture, could be clearer. 

“The sciences and the arts,” says Dr. Bronowski, “have 
flourished together. And they have been fixed together 
as sharply in place as in time. In some way both spring 
from one civilization: the civilization of the Mediter- 
ranean, which expresses itself in action. There are civ- 
ilizations which have a different outlook; they express 
themselves in contemplation, and in them neither science 
nor the arts are practiced as such. For a civilization 
which expresses itself in contemplation values no crea- 
tive activity. What it values is a mystic immersion in 
nature, the union with what already exists.” 

So far, good. But when he continues by saying that 
“the contemplative civilization we know best is that of 
the Middle Ages” and that this period has “left its own 
monuments, from the Bayeux Tapestry to the cathedrals 
. . . eharacteristically anonymous," this writer begins 
to differ with him. For the Middle Ages were no longer 
“contemplative” by the time the cathedrals were being 
built. The monasticism of the Dark Ages (sixth through 
ninth centuries) had given way to a tremendous flower- 
ing of intellectual concern with the world and its mean- 
ing. If the explanations and gropings were tinged with 
fantasy and mysticism, this was natural in the breaking 
away from the influence of monasticism. 

But by the time that the cathedrals were being built, 
the Crusades were under way—and these were certainly 
not a contemplative venture; serfdom and its enforced 
inward-turning life had heard its death-knell; the begin- 
nings of modern scientific method were at hand; and 
the arts as never before, and largely never since, were 
a lively part of a world remarkable for its activity. The 
time of the cathedrals was, roughly, the time between 
the beginning of the 11th century and the beginning 
of the Renaissance, with the highest expression in the 
13th century, the midway point in this period of active 
participation in the world. 

As for the anonymity which seems to concern Dr. 
Bronowski, this is forever with us in architecture. It is 
certainly not new, but whether it came from the Mediter- 
ranean civilization or from the “Middle Ages" matters 
little in its continued actuality. We are not sure that 
drawings were made for the cathedrals—at any rate, for 
most of them there seem not to have been any. This 
means that the practice of architecture was then a much 
more direct process than it is now; and whether the 
craftsman was the designer or the draftsman is, after 
all, a matter of social custom and economic conditions. 
But anonymous the designer still is, and except in a few 
instances this is a common practice. 

This is not to say that the practice is good; it seems 
quite conscience-less, indeed. And while it probably 
springs from the basic sense of insecurity which is a 
common problem with the profession of architecture, it 


Stores report as much as 


Increased sales and efficiency are only two of 
the many benefits that Smoot-Holman lighting 
fixtures bring to stores and offices. Learn 
about all these benefits before choosing your 
lighting. 


SMOOT-HOLMAN COMPANY 


Inglewood, California 
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sales increase. 


Workers' efficiency goes up 51576 with increase in employee morale. 


(As reported in surveys conducted by the National Lighting Bureau) 
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SMOOT-HOLMAN COMPANY 
Inglewood, California 


[] Send Free Literature 
O Have Salesman call 


Dear Sirs: 


Name 


Company 9s 
Address сс == ee mami mE EE ar i e E. 


City mu m Er Oe State 
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Seaboard Finance Co., Honolulu, T.H. 


Commanding Architectural Expression 
executed in 


KRAFTILE VENEER 


with 60% Savings in Space 
and Weight 


Glazed ceramic veneer panels of %” thick- 
ness, weighing only 4 lbs. per sq. ft. offer 
construction economies, permanent beauty 
and ease of maintenance. For modernization 
or new construction, Kraftile Veneer permits 
much faster handling, on-the-job cutting, and 
reduced structural support. Install over wood, 
steel or concrete by common adhesion meth- 
od. Select color range. Write for Fact File of 
shapes, specifications and installation examples. 


KRAFTILE VENEER 


Niles, California 


64-16 ARCHITECTURAL RECORD October 1958 


Merrill, Simms & Bochrig, Avrchitecis 


Waste Space 


seems a difficult disease to heal, for even success does not 
seem to do it. Perhaps time alone can do it. 

Another article of very special interest to architects 
is “The Psychology of Imagination” by Dr. Frank Bar- 
ron, of the Institute of Personality Assessment and Re- 
search at the University of California, in which Dr. 
Barron describes some of the tests and a few of the 
findings from the Institute’s study of creative individ- 
uals. So far the institute has studied painters, writers, 
physicians, physicists, biologists, economists and anthro- 
pologists. This fall it will begin, under its director, Dr. 
Donald W. MacKinnon, a study of this country’s most 
distinguished architects (or, of those among this group 
who are willing to take the time and to cooperate in the 
study). So what Dr. Barron has to say about the creative 
individual is pointedly interesting. 

Creative people are, he found, especially observant, 
and if as a result of their observations, they express half- 
truths, the part they express is that which most other 
people have not noticed. In other words, they see things 
which are there for all to see but usually go unobserved. 
Creative people see things as other people do, but they 
also see them as non-creative people do not see them. 
As the psychologist expresses it, “They are thus inde- 
pendent in their cognition . . . they value clear cogni- 
tion and are motivated to this value and the exercise of 
their talent for observation for reasons of self-preserva- 
tion and in the interest of human culture and its future" 
—a statement reminiscent of the dual nature of archi- 
tecture, the dual purposes of architectural practice, the 
dual role of the architect. 

Creative people, Dr. Barron continues, “аге born with 
greater brain capacity; they have more ability to hold 
many ideas at once and to compare more ideas with one 
another—hence to make a richer synthesis"—if there had 
been any doubt that architecture is a creative endeavor, 
that would settle it, because that's what it takes to pro- 
duce architecture. 

If their universe is more complex, as the findings 
show, creative people are at least fortunate in that 
they seem to have vigorous constitutions and “an excep- 
tional fund of psychic and physical energy"; and in 
architecture, these attributes, too, are certainly neces- 
sary. It is not surprising that creative people “have more 
contact than most people with the life of the uncon- 
scious, with fantasy, reverie, the world of imagination," 
and perhaps it is true that the most creative of them 
“һауе exceptionally broad and flexible awareness of 
themselves," but this statement could make one wonder. 
For the architect is torn between the artist's often pro- 
nounced “regression” and his own need to be a “solid 
citizen," and he is not necessarily less creative because 
he gives in infrequently to the former. 

But with one statement of Dr. Barron's this writer 
will not disagree: that “creative potential is directly a 
funetion of freedom." Freedom is indeed the most im- 
portant single element in the climate and environment 
of the creative person, and this is, if anything, doubly 
true in the case of the architect. For he must subscribe 
to so much that limits simply in the nature of things 
in order to get his building built, physically, and free- 
dom in the other aspects of his work thus may assume 
an even higher value for him than for the other arts. 

What comes of the Institute's study of architects will 
be fascinating and instructive. If it gives architects a 
better insight into themselves and their own complex 
make-up and processes, and does nothing more, it will 
have been of great significance. E.K.T. 


WEBERWALL is environment 


...and it’s a must for any successful business 

to have the right environment. ‘Right’ means most 
efficient. You spell it W-E-B-E-R-W-A-L-L 

WeberWall is the only movable partition system 
available in wood or steel; finished in baked enamel, 
Texturetone*, or natural wood. It’s maintenance-free 
... yet has the beauty of custom cabinet work. It’s 
flexible... you can change it to meet your changing 
needs. WeberWall is perfect for any interior 

... Office, plant or institution. When you want 

to provide environment...specify WeberWall. 
Complete warehouse stocks anywhere in the West. 


*Trademark 


PLANTS + OFFICES * ALL RETAIL OUTLETS 
SCHOOLS + RESTAURANTS * FOOD MARKETS 


SHOWCASE & FIXTURE CO., INC. 


WEBERWALL DIVISION 
5700 AVALON BOULEVARD, LOS ANGELES 
2190 PALOU AVENUE, APPAREL CITY, SAN FRANCISCO 


HI-LO, 


AMERICA’S FASTEST SELLING 
SLIDING GLASS DOOR! 


MORE QUALITY FEATURES THAN 
ANY OTHER LOW COST DOOR! 


. Single or double glazed 

. Warp-proof, rigid tubular construction 

. Flat threshold with full contact track 

. Wide contact, adjustable nylon, ball 
bearing rollers 

. Permanent fingertip operation 

. Completely weatherproofed 

. Jump proof screen (stays on track) 

. Alumilite finish 

. Maintenance free — install it — 

forget it! 


AUN — 


со Со М CO Cn 


Luxurious hardware — 
Full grip lucite handle, 
“V” shaped throw 

bolt lever operates 
damage proof lock, 
throw bolt slips under 
adjustable keeper. 


Hi-Lo 
door 


other 
doors 


Diagram A: Hi-Lo’s wide roller 

contact for positive door align- 

ment, longer wear. 

Diagram B: Pinpoint contact 
causes indifferent alignment, 

A B greater roller wear. 

Write today for new Hi-Lo brochure show- 

ing versatile applications and complete 

details of this fabulous economy door! 


Look for our catalog in Sweets Architectural file 


NATIONWIDE SALES AND SERVICE REPRESENTATIVES 


NUD 


7326 Fulton Avenue + North Hollywood, California 


Nudor Branch Factory: 
Geneva, Indiana 


Nudor Atlanta Warehouse: 
Atlanta, Georgia 


Member SLIDING GLASS DOOR AND WINDOW INSTITUTE 
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Wright’s Marin Center 

In Working Drawings 

Working drawings and specifications 
for the first building—a fair pavil- 
ion—in the Marin County Center 
which Frank Lloyd Wright has de- 
signed have been authorized and con- 
struction will presumably get under 
way some time next year. The master 
plan and preliminary plans for all 
of the buildings in the first two 
stages for the entire center were ap- 
proved last spring. 

Divided into three phases, the cen- 
ter will not be completed until 
1990. A county office building, in- 
cluded in the first stage, will be a 
very long, steel-framed and gunited 
structure whose suspended arcs cross 
the rolling countryside in much the 
same way that Roman aqueducts did 
—with more than a little resemblance 
to the aqueduct. 


N.A.H.R.O. To Meet In S. F. 


"A Long Look Ahead" is the theme 
of the 25th anniversary conference 
October 12-15 in San Francisco of 
the National Association of Housing 
and Redevelopment Officials. The 
conference will examine housing and 
urban renewal problems and accom- 
plishment in terms of the general 
economic, political and social scene. 

Expected to speak on the program 
are federal and civic officials, plan- 
ners, housing authority members, le- 
gal staff representatives and social 
and political science professors, the 
press and one architect, John Bolles 
of San Francisco. Keynote speakers 
are S. Clark Beise, Bank of America 
president, Albert M. Cole, HHFA ad- 
ministrator and Housing Commis- 
sioner Joseph P. McMurray of New 
York City. 


Structural Engineers To Meet 
California structural engineers will 
hear three Californians speak when 
the Structural Engineers Association 
of California holds its annual con- 
vention in the Ahwahnee Hotel, Yo- 
semite National Park, October 2-4. 

The engineers are T. Y. Lin, pro- 
fessor of civil engineering at the 
University of California and author 
of a book on prestressed concrete, 
who will describe “Engineering and 
Construction in Russia Today” from 
his first-hand observation on a re- 
cent trip to that country; H. J. An- 
drews, Aluminum Company of 
America engineer, whose subject is 
“Structural Applications of Alumi- 
num"; and William T. Wheeler, Los 
Angeles structural engineer and past 
president of the Structural Engineers 
Association of Southern California, 
who will report on the California 
State earthquake code. 
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JUST [ООК AT 
THESE COJORS..ON 


See for yourself 
the beauty and 
the value that 
Olympic Stains 
add to homes. 
Write "colors" 
on a postcard 
for samples — 
on wood — of 
Olympic Stains, 
the best by far. 


* Heavy-Bodied 
* Penetrating 
* Redwood 

* Polar White 
* Bleachtox 


Send to: 


OLYMPIC _ 


STAINED PRODUCTS CO. 


1118 LEARY WAY, SEATTLE 7, WASHINGTON 


THIS 
IS 
THE 


FIXTURE 
THAT 

IS 
STILL 


FIRST CHOICE 


Шах 


LIGHT OF THE WEST 


Choice of standard 
diffuser patterns. 
Or, custom made 
to your design. 
Write for catalogs. 


Engineers who specify AREA/LITER® stay with 

AREA/LITER®. Invented and perfected by All-Brite 
AREA/LITER® is America’s most widely installed surface 
or recessed modular fluorescent fixture. 


(Registered by Fluorescent Fixtures of California 


JE" JL. U OR E S CEN TT 
Bi CM T U R E S PLANTS ALSO IN LOS ANGELES: 
OX" CALIFORNIA PORTLAND, OREGON; AND 


T ek ae a ee ЇЇ ҮҮ ЖС OV get Ue dM zr VANCOUVER. B. C.. CANADA. 


352 SHAW ROAD 
SOUTH SAN FRANCISCO, CALIF. 
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Competition for Lobby Art for Seattle Building 


A competition open to architects and artists in the 11 
western states has been announced by the Antero Com- 
pany of Seattle, owners of the new Logan building in 
which the winning design will be placed. The competi- 
tion is for a design for a bas relief, mosaic or free stand- 
ing sculpture for the lobby of the building, a 10-story 
office building of porcelainized steel and glass curtain 
wall construction. 

First prize is $4500 plus costs of executing the work 
and supervising its installation; second through fifth 
place prizes are $250 each; sixth through tenth place 
prizes are $100 each. Entrants must be able to execute 
their design. Entry blanks, obtainable from the Antero 
Company, 1411 Fourth Avenue Building, Seattle, Wash., 
must be returned not later than November 30, 1958; de- 
signs are due before midnight January 31, 1958. 

Judges are Dr. Richard E. Fuller, director, Seattle Art 
Museum; Gilbert H. Mandeville, Mandeville & Berge, ar- 
chitects for the building; Mrs. Scott Bullitt, Board of 
Regents, University of Washington and president, KING 
Broadcasting Company; a leading Western artist and an 
editor of a national architectural magazine. 


Cooperation Does It 


Four architectural firms in Boulder, Colo., are making a 
major contribution to the local Chamber of Commerce’s 
enlarged and remodelled offices by joining forces to do 
the work. Design is being done in the office of Hobart 
Wagener; working drawings and specifications are being 
prepared by Robert K. Ditzen and Langhart & McGuire; 
contract letting and supervision will be done by James M. 
Hunter. 


Calendar of Western Events 


e TO OCTOBER 12: Nature in Abstraction; Ceramics by 
Bernard Leach, San Francisco Museum of Art, Civic Cen- 
ter, San Francisco 

* OCTOBER 2-4: Annual convention, Structural Engineers 
Association of California, Ahwahnee Hotel, Yosemite 
National Park, Calif. 

* OCTOBER 9: Departure date, Architects Tour of Japan. 
Information from Kenneth Nishimoto, 263 South Los 
Robles Avenue, Pasadena, Calif. 

è OCTOBER 9-12: Sixth annual conference, Northwest re- 
gional conference, A.I.A., Harrison Hot Springs, B. C. 
* OCTOBER 12-15: National Association of Housing and 
Redevelopment Officials, San Francisco 

e OCTOBER 15-17: National Resources Council, Energy 
Resources Conference, “Energy and Energy Sources, 
Their Impact on Society," Brown Palace West, Denver 
e OCTOBER 15-19: Eleventh annual convention, California 
Council, A.I.A., “Creativeness in Architecture," Monterey 
Peninsula, Calif. 

© OCTOBER 16-19: Annual convention, California Council 
of Landseape Architects, El Mirador, Palm Springs, 
Calif. 

* OCTOBER 23-25: Fall meeting, National Society of Profes- 
sional Engineers, St. Francis Hotel, San Francisco 

e NOVEMBER 7-9: Annual fall conference, Pacific Arts As- 
sociation, Northern California Section, Asilomar, Calif. 
ө NOVEMBER 6-8: Fall meeting, National Academy of Sci- 
ences, University of California campus, Berkeley 

è OCTOBER 7-NOVEMBER 30: Paintings and Drawings by 
Vincent van Gogh. M. H. De Young Museum Memorial, 
Golden Gate Park, San Francisco 


ON 
EVERY 
SHOWER 


ON THE NEW 


FIAT 


PRE-CAST SHOWER FLOOR 


Costs substantially less than built- 
up floors. Attractive, one-piece 


SEND FOR ! T"oors. 
FREE FOLDER unit slides into place on sub-floor 
TODAY and plumber makes but one con- 


nection. No lead pan, sub-layers, 
or mortar. Tiling-in flange assures 
leakproof installation. 


FIAT METAL MANUFACTURING CO. 
9325 Belmont Ave., Franklin Park, 111. 
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Manufacturers’ Pre-Filed Catalogs of the firms listed below 
are available in the 1957 Sweets Catalog Files as follows: 


a Architectural File (green) 
ic Industrial Construction File (blue) 
le Light Construction File (yellow) 


ic American Air Filter Co. Inc.. ........ 64-8 
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For the 
first time 

in wiring device | 
history... 


a product 


» So Different 
.. So Daring 


So Dramatic... 
it took a Fashion Show 
- to introduce it]. d 


PLEASE TURN THE PAGE ~ 


THEY CAME TO SEE FASHION PLATE 
INTRODUCED AT NEW YORK'S 
FASHIONABLE HOTEL PIERRE! 

AND HERE'S WHAT THEY SAID... 


' м | 
= 
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Miss Audrey Leeds, Fashion Coordinator—‘‘FASHION PLATE proves 
that it’s the little things that count. Just the idea that FASHION 
PLATE can be backed up with wallpaper or fabric, or painted to match 
or contrast with walls is enough to set women’s imagination to work. 
It’s about time someone got rid of that little black handle sticking out 


of a piece of metal. And another thing, it’s easy to work without break- 
ing a fingernail.” 


Mr. Clifton E. Smith of Jaros, Baum and Bolles—''I'm 
impressed by the fact that FASHION PLATE is not only 
a device that will blend well with any design, but, in 
addition, it's a high-quality switch . . . top grade for 
any job.” 


Mr. William Leibfried, Electrical Contractor—''Our re- 
action to FASHION PLATE can be easily expressed: we 
like it! The fact that we're planning to install it soon in 
future buildings should tell the story." 


Mr. Larry Kaye, Shell Electric Supply Corporation—‘‘Here’s 
something that’s really new and different. There’s no doubt 
that this will add immeasurably to our sales and profits on 
wiring devices.” 


ton 


Mr. William E. Katzenbach, President of Katzenbach & 
Warren, interior designers and stylists—‘‘We strongly recom- 
mend the use of FASHION PLATE. Its chameleon character 
provides a wall source for light that becomes a part of the 
wall decoration, and which can harmonize with any color or 
period of decor." 


Ü fuot 


NOW! FOR A FIRST-HAND LOOK AT THE SWITCH 
THAT HAS EVERYONE EXCITED ... TURN THE PAGE! 


AT LAST! An exciting new wall switch that 
obsoletes every wall switch in America today! 


Bryant's new FASHION PLATE* is being hailed 
by architects, engineers, builders, electrical con- 
tractors and building owners as... 


"revolutionary" . . . "outstanding" . . . “long 
needed” . . . “a welcome change from tired old ideas”! 


THAT'S IT! FASHION PLATE 1s a new idea! 


It's a bright new idea that means millions of profit- 
able installations for electrical contractors! 


It's a bright new idea that lets architects and de- 
signers better satisfy their clients! 


It's a bright new idea that gives you an exciting 
new talking point! 


FASHION PLATE is destined to sweep across 
America as no other wiring device ever has! 
Already (even before mass production), FASHION 
PLATE has been specified for some of the great 
new buildings now under construction. FASHION 
PLATE has even commanded last-minute specifi- 
cation changes by people who want the ultimate 
in wall switeh convenience and attractiveness! 


That's Bryant's startlingly new FASHION PLATE! 


*Trade-Mark 


Bryant’s contribution to a bright, new, profitable 
era in wiring devices! 


Тесіле? us LOOK AT THEM! 


No button! No toggle!. Just a smooth surface! 
Quickly interchangeable with conventional switches! 


Contrasting combinations of black or white frames 
with clear or ivory actuator plates. 


Optional clear actuator can be backed with paint, 
fabric or wallpaper. A decorator’s dream! 


Specification grade — a-c only 15, and 20 amps. 
120-277 volts. No derating for fluorescent loads. 
Available in single-pole, 2-pole, 3- and 4-way. 


Motor rated. 
Light operating pressure. 


Smooth, quiet action. Low installation cost. No plate 
screws needed . . just press on plate. 


Silver alloy contacts insure long life. 
break contact action. Positive pressure between contacts. 


Compact design . . 
ard switch boxes. 


Quick make, slow 


. fits all stand- 


Time-saving clamp type 
back wiring terminals. 
Splice-eliminating feed-thru 
terminals on single-pole and 
3-way switches. 


AMAZING NEW FASHION PLATE 
AKES ALL OTHER SWITCHES OLD- FASHIONED! 


It’s true! This revolutionary design, backed by 
Bryant quality, obsoletes every wall switch in 
America today. FASHION PLATE is the easiest 
switch of all time to sell. Customers want it. 
It fascinates them. And best of all, it will pack 
in profit for every distributor and contractor 
who features it. It’s brand new! Newer than 
new! FASHION PLATE is your key to real profits 


from wiring devices! J1-99012 


The exciting things come from 


THE BRYANT ELECTRIC COMPANY 
: BRIDGEPORT 2, CONNECTICUT 
Chicago • Los Angeles 


CONTRACTORS: 


Ask your favorite electrical wholesaler about FASHION 
PLATE. Test it! Try it! FASHION PLATE is easy 
to sell your customers ... puts added profit dollars in 
your pocket! 


BRYANT WHOLESALERS: 


Bryant salesmen are writing orders all over the country! 
If you haven’t been contacted yet, please be patient; 
we'll be there just as fast as possible! If you're in a BIG 
hurry to get FASHION PLATE, wire, write or tele- 
phone JOHN MUNSON, Sales Manager, The Bryant 
Electric Co., Bridgeport 2, Conn. Phone Edison 4-5161. 


` We'll rush your order to you. 


The Bryant Electric Company 
Bridgeport 2, Connecticut 
FASHION PLATE. 

Name 


Title 


Company 


Please send additional information on 


Address 


City Zone No. State 


SCULPTURED 


Briggs completely new design concept for commercial 
plumbing fixtures and fittings is backed by more than 
70 years experience in manufacturing vitreous china. 


Now, Briggs brings to its new line of commercial plumbing 
fixtures and fittings the contemporary look of sculptured form. 
B-6901—SPARTON: Vitreous china Each unit and fitting, designed by Harley Earl, Inc., incorporates 
18" wide stall urinal with integral flushingrim. the same clean, simple lines—giving your plans a continuity of 
design. And the entire line is backed by more than 70 years 
experience in producing fine vitreous china of constant quality. 
Available in Briggs six colors or white. Complete specifications 
are available to you on request. 


B-3662—DRYDEN 24" x20" vitreous 
china lavatory with 8" combination fitting. 


BRIGGS MANUFACTURING CO. e WARREN, MICHIGAN 


A COMPLETE LINE OF PLUMBING FIXTURES FOR RESIDENTIAL, 
COMMERCIAL AND INDUSTRIAL USE 


syphon jet quiet-action floor-outlet bowl. 


B E A U T Y WARE 


B-4002-H—MARS: Wall-hung exposed 
vitreous china drinking fountain. 
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Exterior Color That Cannof Fade... 
CERAMIC GLAZED BRICK 


Why design an interesting colorful exterior only to have it lose the 
full beauty of its color within a few years? Ceramic Glazed Brick, with 
its burned-in color glaze gives you rich, permanent color that never, never fades... that 
retains its true, colorful beauty forever. | Economical. Durable. Lasting. Initial 
costs are far less than for comparable metal and glass construction. What’s more there’s 


no expensive cleaning, no periodic recaulking or other costly maintenance. Glazed Brick, 
with the flexibility of many colors to choose from, enables the architect to 
give full expression to his creative talents. | 


A 
FACING TILE INSTITUTE T, 


STRUCTURAL 


2556 Clearview Avenue, N. W., Glendale 5-5329, Canton 8, Ohio À x t 

1520 18th Street, N. W., Hudson 3-4200, Washington 6, D. C. 

1947 Grand Central Terminal, Murray Hill 9-0270, N.Y. 17, N.Y. МИМ... ол M 
228 N. LaSalle Street, Randolph 6-0578, Chicago 1, IJI. Facing Tile. 


These companies contribute to Facing Tile research and development: ARKETEX CERAMIC CORPORATION, Brazil, Ind. «CHARLESTON 
CLAY PRODUCTS CO., Charleston 22, W. Va. * THE CLAYCRAFT CO., Columbus 16, Ohio e HANLEY COMPANY, INC., Pittsburgh, Pa. 
* MAPLETON CLAY PRODUCTS СО., Canton, Ohio • METROPOLITAN BRICK, INC., Canton 2, Ohio e McNEES-KITTANNING CO., Kittanning, Pa. 
*NATCO CORPORATION, Pittsburgh 22, Pa. «STARK CERAMICS, INC., Canton 1, Ohio * WEST VIRGINIA BRICK CO., Charleston 24, W. Va. 


New York’s most recent skyscrapers protected by Barrett Roofs 


New York City has literally thousands of Barrett Roofs, 
large and small. Among them are roofs on scores of 
important postwar buildings, some of which are listed 
below. 

They all rely on coal-tar pitch, tarred felt and fireproof 
gravel or tile surfacing to protect them from wear and 
tear by the elements. For pitch, with its vital oils, lasts 
for decades...is actually preserved by moisture—the 
destructive enemy of other bitumens. 


v 


...Outlive we 


the 
bond 


Laboratory tests show that other bitumens absorb from 
2 to 17 times more water than does pitch. 

And the established construction standards of the 
Barrett SPECIFICATION® Roof have been accepted for 
decades as the roofing criteria of architects and builders 
throughout the country. BARRETT DIVISION, Allied 
Chemical Corporation, 40 Rector Street, New York 6, 
N. Y. In Canada: The Barrett Co. Ltd., 5551 St. Hubert St., 
Montreal, Que. 


Canada House—680 Fifth Ave. e 380 Madison Ave. e Seagram Building—375 Park Ave. • 400 Park Ave. • 261 Madison Ave. e Douras Building—545 Madison Ave. • Esso Building—15 W. 
5151 St. e 711 Third Ave. e 20 Broad St. e 415 Madison Ave. e Socony Mobil Building—150 E. 42nd St. e 1430 Broadway • Amoco Building—555 Fifth Ave. e 430 Park Ave. • 100 Park 
Ave. e 575 Lexington Ave. (‘‘Gold” Building) • 260 Madison Ave. • 666 Fifth Ave. (Tishman Building) e 575 Madison Ave. • 405 Park Ave. e Colgate-Palmolive Building—300 Park Ave. 
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INDUSTRIAL 


AGRICULTURAL 


Looking for a single, complete-line source for all 
your residential garage, commercial and industrial 
door requirements? You’ve found it! For Crawford 
Door offers you all the door models, styles and 
sizes you ll ever need. And every door in the line 
... from the widely imitated (but never equalled) 
deluxe Marvel-Lift series to the low-cost Fleetwood 
and Vanguard models . . . is competitively priced, 
yet has advanced engineering and design features 
plus a superior quality of materials and construction 
that you just won't find in other doors. 


Now, when you can buy the finest door on the 
market, at a price that's right . . . when that door 
has a dramatic, distinctive beauty and "feather- 
touch” operating ease that helps sell the homes you 
build . . . and when skilled, Crawford-trained per- 
sonnel are locally available to handle all your 
installation and service, why look further for your 
door needs? Why, indeed, when your Crawford 
Distributor is only a telephone call away? 


CRAWFORD DOOR COMPANY 
216-20263 HOOVER ROAD • DETROIT 5, MICHIGAN 
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Caterpillar makes tracks for coal 


Seven Caterpillar Tractor Co. plants burn coal for low-cost steam generation 


When seven plants of a company all 
burn coal—over 250,000 tons a year— 
you can be sure there’s a good reason. 
At Caterpillar Tractor Co., where 
steam is used for both process work 
and heating, coal is burned for low- 
cost, efficient steam production. Be- 
cause of its importance at Caterpillar 
steam generation must meet the same 
standards of efficiency and depend- 
ability set up for all phases of plant 
production. As Caterpillar has expand- 
ed from one plant to many, therefore, 


each plant has burned coal. 


Consult an engineering firm 

If you are remodeling or building new 
power facilities, consult a qualified 
engineering firm. Such concerns— 
familiar with the latest in fuel costs 
and equipment—will effect great sav- 
ings for you in efficiency and fuel 
economy over the years. 


Facts you should know about coal 


Not only is bituminous coal the lowest- 
cost fuel in most industrial areas, but 


up-to-date coal burning equipment can 
give you 15% to 50% more steam per 
dollar. Today’s automatic equipment 
pares labor costs and eliminates smoke 
problems. And vast coal reserves plus 
mechanized production methods mean 
a constantly plentiful supply of coal 
at stable prices. 


For free booklet “Guide Specifications for 
Typical Low-Pressure Commercial Heating 
Plant” or for technical advisory service, 
write to the address below. 


BITUMINOUS COAL INSTITUTE • Dept. AR-10, Southern Building, Washington 5, D.C. 
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Architect: Voorhees, Walker, Smith and Smith, New York, N. Y. General Contractor: O. W. Burke 
Company, Detroit, Michigan. Plastering Contractor: Berti Plastering Company, Detroit, Michigan 


" — 
"T d xx ъз RS казе 


Canopies (shown in red) provide all-weather protection for Wheeling Metal Lath has excellent keying surface. It 
visitors to these Staff and Product Engineering Buildings. forms easily, making it ideal for curved applications. 


Wheeling Metal Lath with cement plaster 
used on unique canopies at Ford Research Center 


One of the many innovations at Ford Motor Com- copper-bearing steel with proven extra-long-lived qual- 
pany’s Research and Engineering Center is a canti- ities. And, finally, the complete line of Wheeling Lath 
levered canopy that joins each of the three new Staff Accessories enabled the use of products that were job- 
and Product Engineering Buildings to provide shelter engineered for each other. 

for visitors. Cove lighting assures safety at night by Find out for yourself how these products can help 


providing even illumination throughout area. you. Ask your nearest Wheeling representative for full 
Wheeling Metal Lath with cement plaster was details on the complete Wheeling Metal Lath and 


chosen for several reasons. First, the type of construc- Accessories, including new Bar-Z 

tion minimized the weight of the cantilevered section Snap-In Stud Systems and new ` 

and allowed smooth, even curves that аге so essential Double-Ex Expanded Metal Corner B Wie: ЭЙ?) 
v 5 


to proper lighting. Second, Wheeling Metal Lath is Bead. Or write Wheeling Corrugating 
made of famous Cop-R-Loy® steel — the controlled Company, Wheeling, West Virginia. 


WHEELING CORRUGATING COMPANY —IT'S WHEELING STEEL 


IMMEDIATE DELIVERY ON ALL STOCKED ITEMS FROM THESE WAREHOUSES: Boston, Buffalo, Chicago, Columbus, Detroit, Kansas City, 
Louisville, Minneapolis, New Orleans, New York, Philadelphia, Richmond, St. Louis SALES OFFICES: Atlanta, Houston 
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The New Trend in functional washroom design... 


ттен 


New Greenfield's Restaurant Headquarters in Detroit, Mich. 


This facility in the new Greenfield’s Restaurant demonstrates the Recessed continuous towel cabinets harmonize with the 
ne : . i clean, modern design... ends clutter of waste receptacles. 
advantages of specifying continuous towel cabinets in modern (Recesses are designed to accept other cabinets if owner 


desires.) These facilities and all linens serviced by Marathon 


washrooms. Installed and serviced by the linen supplier, cabinets lien Sariei, Ine. аный, 


end litter . . . disposal problems . . . fire hazard. 
The variety of cabinets available offer complete flexibility . . . 


do not obligate your client to any specific service even when you Ç | p , Л | 
specify recessed cloth towel cabinets. i ond. егі [ut lancia ре Tit 
Of course, the big advantage is quality. There is no substitute 


for the luxury and quality of cotton toweling. You provide the best Illustrated, 


at low cost when you specify continuous cotton towel cabinets. includes specifications 
for recessed unit 
E and continuous cloth 


m : 
^ towel cabinets. 
| | e n Write—to Linen 
Association of America 


Supply Association 
and National Cotton Соипси * zz West Monroe Street, Chicago, lll. on your letterhead. 
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Medart Telescopic Gym Seats have a 
super-strong understructure built like 


T the steel skeleton of a skyscraper 
- NT 

ML e 'The steel understructure of Medart Seats is a completely 
free-standing, self-supporting unit, open or closed. It 

will support 400 pounds for each linear foot of seating 
space—nearly 3 times recommended standard. Wood 
members add extra strength and rigidity. No wall 


reinforcement is necessary. 


Eight vertical steel uprights support each seatboard 
directly on floor, and c staggered for even weight 
distribution. Dual rubber rollers, in steel housings under 
each pair of uprights, retract under load so seat section 
rests immovably in position when occupied. Everybody 
is safe on Medart Seats 


But safety is only one of many Medart advantages. More 
leg and foot room; better visibility; use of only 
1, 2 or as many rows as needed; vertical fronts 
for flush recessing, are only a few of many 
superior features of Medart Seats. 


й 


Medart Telescopic Gym Seats сап be furnished with 10%” 
ог 11/2" row rise and 22" or 24” row spacing. Exclusive 
fully-automatic power operation is available at small cost. 


Medart's Gym Seat Catalog contains 
many ideas on how to get better, safer 
seatingwith minimum investment. Write 

for your copy. 


interlocked telescoping supports at top, and roller housings NI = E» A RT 


at bottom, assure easy opening and closing, and straight- 


line non-binding trackage. TELESCOPIC GYM SEATS 


SPECIFY the best, then INSIST on it! mem 
| es 


FRED MEDART PRODUCTS, INC. . 3540 DE KALB ST. . ST. LOUIS 18, MISSOURI 
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Dunham-Bush, Inc. 


Beautiful new St. Paul’s 
Catholic Church, Princeton, N. J. 


Recently completed St. Paul’s Church, with 
a seating capacity of 650, is of modern 
American-Gothic architecture. Exterior is 
hand cut granite with limestone trim, de- 
signed to blend with general surroundings 
in Princeton. 


All heating products were supplied by 
Dunham-Bush, not only for the church 
but also for adjacent new rectory and 
convent. Dunham-Bush hot water special- 


Dunham-Bush, inc. 


WEST HARTFORD 10 e CONNECTICUT e 


76 
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ties, unit heaters, convectors, Fin-Vector 
and baseboard were used in the modern 
heating system. Reason for one supplier? 
Dependable products... “опе source—one 
responsibility” supplier! 


It will be advantageous for you to investi- 
gate Dunham-Bush heating and air condi- 
tioning products for your next job. May we 
send the nearby Dunham-Bush sales engineer 
your way? Write for his name. 


AIR CONDITIONING • REFRIGERATION • HEATING • HEAT TRANSFER 


WEST HARTFORD, CONNECTICUT * MICHIGAN CITY INDIANA 
RIVERSIDE, CALIFORNIA * UTICA. NEW YORK 


SUBSIDIARIES 


мелтех uc. ттт THe чонм co. озмнлм-возн (CANADA), LTO. 
Qu. CD Se SS, ПИ] 


DUNHAM BUSH DUNHAM-BUSH, LTD. BRUNWER BRUNNER CORPORATION (CANADA) LTO. 
If сые 


LONDON, ENGLAND PORT HOPE, ONTARIO 


HEATING CONTRACTOR HEATING EQUIPMENT BY 
Thomas H. Moran John Carr 


MARSHALLTOWN, IOWA 


© The RUSSWIN ` 
UNILOC.. . UNITY DESIGN 


INDES 


as a lock can be! 


You get a lot of lock with this handsome 
heavyweight ... а Masterpiece of Lock- 
making! Every component is of rugged 
section. Almost all parts are extruded 
brass. The entire mechanism is precision 
made...and factory assembled to be 
mounted as a unit. 


For installation, the Uniloc requires 
only a simple notch in the door, plus 
holes for through-bolts. No mortising 
... nothing to take apart or put together 


Stilemaker 
Locksets 


Overhead 
Boor Holders 


“400° 
Closers 


“Ten Strike” 
Cylinder Locks 


... virtually no chance of misapplica- 
tion. Parts remain in factory-perfect fit 
and alignment. Installation time is cut 
to a minimum. 


Ask your Russwin Consultant to show 
you the Uniloc. Examine it for yourself. 
You will understand why this fine lock- 
set is specified for so many outstanding 
buildings. Russell & Erwin Division, The 
American Hardware Corporation, New 
Britain, Connecticut. 


Surface 
Door Closers 


Fire 
Exit Bolts 
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Screw Adjustment 
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L 


distinctive doorware 


78 


handsome 
is the 
house of 
CHDAR 


The house that is warm and friendly... the house with 
the uncomplicated facade of natural beauty...is the 
house of cedar. Confronted with elements of either 
climate or custom, the house of cedar endures. That is 
why roofs and exterior walls of red cedar shingles are 


so prevalent in architecturally conceived neighborhoods. 


R E D C E DAR SHINGLE BUREAU 


5510 White Building, Seattle 1, Washington 
550 Burrard Street, Vancouver 1, B. C. 


CERTIGROOVE 
CEDAR SHAKES 


CERTIGRADE | 
Rea Cesar 
SHINGLES 


E 
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g ACSA T м Р EE ER 
1] Hinr: 
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Poppet tte 


INCANDESCENT d FLUORESCENT 
RLM SPECIFICATIONS : Te RLM SPECIFICATIONS 
А R 8-15% UPLIGHT 20-3096 UPLIGHT IF 


ELECTRICAL TESTING 
LABORATORIES, INC. 


This label identifies the RLM- certified 
lighting equipment of 
27 leading manufacturers. 
ABOLITE LIGHTING DIV. 
APPLETON ELECTRIC CO. 
BENJAMIN ELECTRIC MFG. CO. 
DAY-BRITE LIGHTING, INC. 
EASTERN FIXTURE CO., INC. 
ELECTRO LIGHTING CORP. 
ENDER-MONARCH CORP. 
FLUORESCENT FIXTURES OF CALIFORNIA 
GLOBE LIGHTING PRODUCTS, INC. 
THE EDWIN F. GUTH CO. 
KEYSTONE ELECTRIC MFG. CO. 
LIGHTING DYNAMICS, INC. 
THE MILLER CO. 
MITCHELL LIGHTING DIV. 
MULTI ELECTRIC MFG., INC. 
OVERBAGH & AYRES MFG. CO. 
QUADRANGLE MFG. CO. 
RUBY-PHILITE CORP. 
SMITHCRAFT LIGHTING DIV. 
SMOOT-HOLMAN CO. 
THE SPERO ELECTRIC CO. 
THE STEBER MFG. CO. 


ZEE 


Reflectors |s | 
all others are a 


Porcelain 


du 


Enamel 


M 
EE E 


Note: Many manufac- 
turers make incandes- 

cent RLM Units for сааи 
more than one lamp 


size. The numerals aj | 
refer to the number 

of different-size RLM [4 з | 
Units which the man- 
ufacturer offers under 
the specification. 


ML i ее 


ess ҸҸ LIS МЫМ МЫМ] 


SS | isis 


<. 


VERY RLM SPEC 


ghtin. 


(* 


Send for Free 1958 К.М Specifications Book. Write: К.М Standards Institute, Suite 8270, 326 W. Madison St., Chi. 6, III. 
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The Criterion. A Dreyfuss 
design awarded a gold medal 
by the Architectural League 
of New York. Note its deep 
basin, broad rim, fluted 
plastic handles mounted on 
ceramic pads. Finest hand- 
finished vitreous china. Fits 
any countertop—or stands 
alone. 


RANE СО. 8365S. Michigan Ave., Chicago 5- VALVES - FITTINGS + PI 
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(Every Crane fixture has it—regardless of price) 


Crane fixtures give you a free hand in 
bathroom planning. Because the Crane 
line offers such unusual versatility in 
styles, colors, and prices. 

But most important—every Crane 
fixture offers design by Henry Drey- 
fuss. Crisp, clean, simple design that 
looks new for years. Design that rec- 
ognizes the practical side of a plumbing 


созсо ms 


October 1958 


fixture. And every fixture reflects 
Crane master craftsmanship — whether 
it's vitreous china, cast iron, or sturdy 
steel. 

The result is you can design a distinc- 
tive Crane bathroom for any home— 
the onein the popular price range as well 
as the mansion. Why not discuss this 
now with your Crane Representative? 


PE * PLUMBING * KITCHENS * HEATING * AIR CONDITIONING 


кр 


PREFERRED 


PLUMBING 


Architects find that the Schlage Lock’s wide 
range of designs, finishes and operations make 
it an excellent choice in any type of building. 
The beauty and performance of these quality 
locks serve as long-lived reminders of the 
architect’s wisdom in specifying them. 

As Eliot C. Fletcher, one of the principal 
architects for the recent Tampa General Hos- 
pital $5 million expansion says: 


“We specify Schlage Locks with assurance 
because we know that their designs meet our 
creative standards and their engineering meets 
our quality standards.” 


Schlage Lock Company...San Francisco... 
New York...Vancouver, B.C. 


Schlage Hanover Design 


SCHL 
AMERICA’S = 
MOST DISTINGUISHED 
LOCK BRAND UE 


Ф 
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Central supply at Providence Hospital. Architects: Faulkner, Kingsbury & Stenhouse ы 


How your plans for a central supply can include 
years of trouble-free sterilizer service 


Planners of new Providence Hospital did it by handling 


heavy central supply loads with Wilmot Castle sterilizers | 


of Monel alloy and Nickel-clad steel 


At Providence Hospital, Washing- 
ton, D.C., tight inventory control 
eliminates loss and waste. A staff 
of experts maintains all materials 
and tools of the hospital in top con- 
dition. Sterilizing processes are car- 
ried out efficiently under one re- 
sponsible head. 


Automatic controls time the cycle 
and indicate cycle phases, actuate 
valving to start and end cycle 
phases. Human error is virtually 
eliminated. Labor is reduced to easy 
loading and unloading. 


This same high degree of efficien- 
cy and economy was planned for in 
the sterilizers which equip this cen- 
tral supply station. 


Planners selected Wilmot Castle 
sterilizers ... Castle Bulk Sterilizers 
with inner chamber walls and doors 
of Nickel inseparably bonded to a 
steel shell . . . Castle Cylindrical 
Autoclaves with double walls of 
Monel* nickel-copper alloy. 

These nickel-containing metals have 


maximum resistance to corrosive sa- 
line solutions, steam, organic debris, 


cleansers. Surfaces remain smooth 
and easy to clean. There's no peeling 
or warping despite repeated tem- 
perature extremes. All welded con- 
struction virtually eliminates pos- 
sible leakage. 


Castles Monel and Nickel-clad 
sterilizers can take the around-the- 
clock, year - after - year - after - year 
hard service of a central supply sta- 
tion. Scores of trouble-free years 
prove it! 


Need help in planning? Take ad- 
vantage of Wilmot Castle's Hospital 
Planning Service. Write: Wilmot 
Castle, Inc., Rochester, N. Y. 


*Registered trademark 


THE INTERNATIONAL NICKEL COMPANY, INC. 
67 Wall Street Jo, New York 5, N. Y. 


INCO NICKEL ALLOYS 


82 ARCHITECTURAL RECORD October 1958 


DOOR... 


(Golden Cate 


PROVES BRIDGE-LIKE CONSTRUCTION 
KEEPS FIAT YEARS AHEAD 
IN TOILET COMPARTMENT DESIGN 


The inside story proves it! FIAT’S Golden LOAD EQUALIZER— 
Gate Door is engineered far beyond accepted 
standards—steadily absorbs roughest 
punishment—readily withstands heaviest 
stress and shock. 


Heavy gauge channel reinforcing 
distributes load away from 

the top hinge— gives triple additional 
support to the pintle. This extra 
reinforcing provides permanent, practical 
protection against unusual loads 


— specifically, when children hang from 
or swing on the door. 


IMPACT ABSORBER —Formed, 
heavy gauge plate anchors the slide bolt 

© distributes shock of severe door 
“slamming” over wide area. Prevents 

tearing out of slide bolt or | 

damage to door. 


ШЙ 


| 
ШЕ ШЇЇ | 
: 


M === z 
У - 


STRESS RESISTOR—Channel 


2 type reinforcing unit is interlocked 

yd with the panel edges— provides 
LET xd basic side-to-bottom support 
LI E 


—anchors Life-Line* Gravity Hinge 


LIKE SAN FRANCISCO’S FAMOUS in position—positively prevents 


GOLDEN GATE BRIDGE, the FIAT door "sway." 

Compartment Door has been designed 

to meet unusual stress, load and impact CLIP AND MAIL COUPON BELOW FOR NEW FIAT LITERATURE 
factors. FIAT’S bridge-like construction "mm | 

establishes a new standard іп compart- 3 FOUR COMPLETE PLANTS STRATEGICALLY LOCATED FOR BETTER SERVICE LOWER COST 


ment door construction. 00 Eg i; 
a= 


tong tsland City T Franklin Park los Angeles 63 Оюна, Ontaria 
New Yor Hingis ‘ Catitornia богача 


Manufacturing Quality Showers and Compartments since 1922 


FIAT METAL MFG. COMPANY 
9319 Belmont Ave., Franklin Park, Illinois 


Wide Range of Models [] Please send me new, fully illustrated catalog 


L] Please have your representative call. 
FIAT offers a range of models 


to meet every budget. Choose disc Mom a. Ее ЕЕЕ criam een EUROS 
from the ceiling or floor sup- 
| ported Aristo with exclusive Address s 
| wood-core pilaster, the flush 
paneled Duro or the economical Va = aa gle eh 


Permo models. Individual ec 


"FIAT TRADEMARK **DUPONT TRADEMARK 


NEW GIBSON URTHU-bb 


4-Light Model illustrated 
Also available in 2-Light 


PATENT PENDING 


CONTINUOUS ROW 
OR INTERVAL MOUNTING 


The Ortho may be mounted 
in continuous rows or at in- 
tervals of 4, 8, 12 or more 
feet. Fixtures can be added, 
removed or re-spaced at any 
time by one man without tools. 


Ñ 


ly 


\ 
SNAP and it’s up! 


REMOVAL OF FIXTURE 
WON'T INTERRUPT OTHERS 


Any fixture may be removed 
for cleaning or repairs at any 
time without interrupting the 
other fixture in the row. When 
a fixture is unlatched, it dis- 
connects itself. 


GIBSON MANUFACTURING COMPANY 


1919 Piedmont Circle, N. E., Atlanta 9, Georgia 


MANUFACTURED IN CANADA UNDER FRANCHISE BY ELECTROLIER MANUFACTURING CO., LTD. MONTREAL 


another fine fixture that plugs in 
on the exclusive Gibson Uni-race 


44 SIMPLE STEPS that save 


over 75% on installation labor costs 


Because the Ortho fixture eliminates so many of the time-taking operations common to conventional installa- 
tions, it easily saves more than 757% in labor. Contractors report that all labor, including stems and lamping, 
averages only 17 to 22 man minutes per fixture, as compared with the NECA standard of over 2 man hours 
for conventional fixtures. 


; 4 a Wire the Uni-Race e Branch-circuit wires 
p | are laid in the Uni-Race and connection is made 
| 
| 


Gibson Raceway, known as the Uni-Race, can be 
assembled on the floor in lengths up to 200 feet. 
The four or eight-foot sections are joined by 
telescoping couplers which provide a smooth, rigid 
union of the sections and are fastened with 
self-tapping screws. 


at each built-in receptacle. The receptacles will 
later receive the plug that is built into each 
fixture. The Uni-Race, U. L. approved as a race- 
way, has a capacity of five No. 8 AWG wires or 
eleven No. 14 wires. 


3 Hang the Uni-Race e The rigid Uni-Race 
is easily lifted and hung in any of several dif- 
erent ways. Lengths up to 200’ can be hung as 
a unit if supported every 24’ while being raised 
to mounting position. When the branch-circuit 
connection is made, the Uni-Race is ready for 
the fixtures. 


4. “Plug In” the Fixtures • The fixtures аге 
merely “plugged in” on the Uni-Race. Hooks on 
the fixture engage in slots on one side of the 
Uni-Race, acting as hinges. The fixture is swung 
closed and latched. The built-in plug on the 
fixture automatically connects with the receptacle 
in the Uni-Race. 


E UNI-RACE NOW U. L.-APPROVED AS A 225-AMP RACEWAY e The Gibson Uni-Race is now U. L.-approved 
as a raceway with capacity for five No. 8 AWG wires or eleven No. 14 AWG wires. It will house the circuitry for a 200-foot 
continuous run of two-light fixtures (either 40 or 75 w.) or a 100-foot run of 4-light fixtures. 


WRITE FOR COMPLETE INFORMATION ABOUT THE GIBSON ORTHO LINE 


prera 


i223 822 


WVIFEENI 


Architect: W. B. Tabler, New York. Mechanical Engineers: Jaros, Baum & Bolles, New York. 
Plumbing and Heating Contractors: Brown & Olds, Dallas. General Contractors: R. E. McKee, Inc., Dallas. 


Heating and Air Conditioning with 
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Columbia-Geneva Steel Division, San Francisco, Pacific Coast Distributors • 


National Pipe — 
Hilton Statler Hotel 


The 1,001 rooms of the new $10,000,000 Hilton Statler 
Hotel in Dallas, Texas, are served by heating and 
air-conditioning systems composed of 65 tons of 
NATIONAL* Seamless Pipe. All of the steam piping, 
condenser water piping, and primary chilled water 
piping are NATIONAL Seamless. So, too, is all 

of the gas pipe. 


Do you need quality pipe for air-conditioning, 

heating and power installations? Seamless or 
standard pipe that will pay you back in outstanding 
service a hundred times over for every dollar you 
spend for it? Then be sure to say "NATIONAL PIPE." 
If you'd like further information or immediate assistance 
with your pipe problems, write to National Tube 
Division, United States Steel Corporation, 

525 William Penn Place, Pittsburgh 30, Pa. 


“The world's largest and most experienced producer 
of tubular products—NATIONAL TUBE" 


National Tube 
Division of 


*TRADEMARK 
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United States Steel 


United States Steel Export Company, New York 


Mosler 
invites you 
to preview 
a new 
concept in 
drive-in 


banking 


Note how the “NEW PICTURE WINDOW” accommodates vehicles of any size...from sports cars to trucks 


Meet Mosler's radically 


the drive-in window designed for you...with your help! 


Mosler’s strikingly handsome “New Picture Window” was designed for 
and around your customers, your tellers. To ferret out all the weak points 
in existing installations, hidden cameras were used to photograph drive-in 
windows, in action, in many cities. The movements of tellers, depositors 
and depositors’ cars were charted and analyzed. Hundreds of tellers and 
customers were personally interviewed. Also incorporated into the final de- 
sign are the findings of the recent A.B.A. Survey on drive-in banking. 
From these data this radically new drive-in window was human-engi- 
neered for efficiency, comfort, economy and beauty. 

On this and the following pages we have room to show you only the high- 
lights. Write or call Mosler for complete specifications. 


Modular, under-counter accommodations g 
flexible storage below counter, ample work sp: 
above. Bay-type window offers unobstruct 
view of approaching cars. 


E 


І 
| 
| 
I 
| 


designed, electrically operated, deposit drawer 
ps anywhere up to 14 inches. Button extends 
further. Drawer is draft-proof, open-end 
innel" design — customers reach straight in. 


E | H = | 
Periscope-type microphone is an integral part 
of all new high fidelity intercom that eliminates 
squeaks, echoes and squawks. The system is 
constant, not manual. 


Note room for equipment. This arrangement 
shows four drawers (one a special coin stor- 
age) and two large cabinets can be installed in 
different combinations. Sill is draft, waterproof. 


Everyone has 


his own reason 
for liking the 
“NEW PICTURE WINDOW” 


‘Solves car-height problem” 


J. Robert Sherwood, President, Subur- 
ban Trust Company, Hyattsville, Md. 


“Old windows were designed for what 
used to be average car height. This new 
window handles all vehicles...com- 
fortably. Another improvement is the 
deposit drawer. It's draft-proof — ће 
customer reaches straight in instead of 
over and down. But most important is 
its extendability. A flip of a switch ad- 
vances it...and stops it...anywhere up 
to 14 inches. If this isn’t far enough, 
a button extends it even further. To- 
gether with all its other teller and cus- 
tomer conveniences, we think Mosler’s 
‘New Picture Window’ is a ‘must for 
modern drive-in banking’.” 


“Lets tellers...hear and see” 


Theodore Е. Scharf, Vice-President and 
Director of Operations, Marine Trust 
Company of Western New York, Buf- 
falo, New York. 


“Our architects tell us Mosler’s ‘New 
Picture Window’ blends with any build- 
ing style. And, its spaciousness lets our 
tellers work more efficiently. But more 
important is its intercom. Echoes and 
squawks of old systems made our tellers 
expert at sign language. Mosler’s high 
fidelity amplifier and adjustable micro- 
phone balance for clear, easy com- 
munication. The new window’s bay 
construction allows tellers to see cars 
approaching. Its full-length skirt makes 
customers approach easy.” 


“Easy installation” 


John W. Howie, Partner, Robert A. 
Howie, Jr. Sons, Newark, N. J., build- 
ers and consultants to Jersey’s largest 
financial institutions. 


“For older windows we build a thick 
sill, about 30 inches off the ground, add- 
ing expense, and greatly reducing knee 
space inside. The ‘New Picture Win- 
dow’s’ heavy gauge, stainless steel 
‘skirt’ extends to the ground, provid- 
ing ample leg room, maximum security. 
To install, we slide in the entire win- 
dow and seal. Bolts adjust the window’s 
depth from 8 to 14 inches to match wall 
thickness. Remember, the builder first 
hears about malfunctions. Mosler win- 
dows keep complaints at a minimum.” 


Integrated Banking Equipment by 


320 Fifth Avenue, New York 1, N.Y. 


World’s Largest Builder of Safes and Bank Vaults 


EM = 


CENTRAL BREVARD NATIONAL 
COCOA, FLORIDA 

Stevens and Sipple—Architects 
Ceramic Veneer units 24” x 24” x 2” 
were specified for exterior facing. 
Color is mottled emerald green. 


ANK 


CENTRAL BREVARD. C 
СНД BANK 


E 


FIRST FEDERAL BANK 

TOLEDO, OHIO 

Hahn & Hayes—Architects 

For the facade, Ceramic Veneer was 
specified in mottled sandlewood. 
For the base it is mottled royal 
blue. Coping color is mottled russet. 


- 
| 


What's the 
right color 


for bank facades? 


With your creative imagination restricted 
only by demands of function and 
environment, you can select any desired 
color or texture when you specify 
Ceramic Veneer for exteriors and interiors. 
Whether you design plain surfaces, 
decorative panels or sculpture, Ceramic · 
Veneer always combines impressively 
with other building materials. Every unit, 
large or small is custom-made to your 
specifications by Federal Seaboard 
craftsmen. Besides its remarkable 
versatility of form, color and texture, 
Ceramic Veneer provides the advantages 
of quality, permanence, price and 
minimum maintenance. Without charge, 
we will gladly furnish construction detail, 
data, color samples, and advice on 
preliminary sketches involving use of 
Ceramic Veneer. Write us today. 


FEDERAL 
SEABOARD 
TERRA COTTA 
CORPORATION 


PF PFA 


10 East 40th Street, New York. N. Y. 
PLANT AT PERTH AMBOY, N. J. 
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HI-D CENTRIFUGAL POWER 
ROOF EXHAUSTER 

Unit in open position showing ready 

access to drive assembly. 


HI-D AXIAL POWER 
ROOF EXHAUSTER 
Unit in open position showing 
ready access to drive assembly. 


Observe These Outstanding Features Shared in Common by 
2 New Jenn-Air Hi-Discharge Exhausters: 

1—Maintenance-Free all-aluminum housing supplies strength with- 
out weight. 

2—Bird guard of heavy gauge stainless steel construction comes as 
an integral part of every unit. 

38—Special vibration absorbers reduce noise to an absolute minimum. 
4—Totally enclosed full ball bearing, permanently lubricated, motor 
assures smooth, uninterrupted service. Air cooled application adds 
years to motor life. 


5—Tubular drive assembly has permanently sealed, pre-lubricated 
ball bearings. 

6—Motor and drive can be serviced from interior of building, if 
desired. 

7—Specially designed hinge on housing permits ready access to 
damper and drive. Positive stopping device holds unit in open 
position. Simple locking mechanism keeps it tightly closed. 
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CENTRIFUGAL AND AXIAL 


JENN-AIR LAUNCHES 


» 


TWO NEW STARS INTO ORBIT 


POWER ROOF EXHAUSTERS 


Now, for the first time, aluminum belt 
driven units combine high discharge 
with low-contour appearance 


Since 1947 the power exhauster industry has looked 
to Jenn-Air for leadership. Now Jenn-Air starts 
its second decade by introducing two new and 
useful additions to its line: Hi-Discharge Centrif- 
ugal Power Roof Exhauster, Series HCB; and 
Hi-Discharge Axial Power Roof Exhauster, Series 
HAB. These exhausters fill the need for general 
area ventilation and have a clean engineering de- 
sign that features compactness and serviceability. 
By locating the wheel at the top you derive the 
advantage of a high point of discharge which 
allows low curb construction. Thus, Jenn-Air units 
offer the lowest overall height of any exhauster on 
the market. Once you compare, you will decide on 
Jenn-Air. 


PRODUCTS, 


7 JENN-AIR PRODUCTS COMPANY, INC. 


1102 Stadium Drive * Indianapolis 7, Indiana 


Member of Air Moving and Conditioning Association 


FITS LIKE 
A GLOVE... 


Yes the last piece of Murray Tile fits into place 
as easily as the first, because Murray Quarry Tile 
is wniform-sized, which eliminates costly sorting 
even for minimum grout lines. For economical 
installations always specify Murray Quarry Tile. 
Murray Tile is guaranteed for the life of the job. 
Write for the latest color catalog, Department A. 


rey “ile Cowupow BERE. 


MANUFACTURERS OF QUARRY TILE CLOVERPORT, KENTUCKY 
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LACLEDE 
STEEL JOISTS 


per... facilitate interestir 
[je ee ae roof construction 
of new seminary 


The roof of the new Marillac Seminary, St. Louis, forms an 
interesting pattern of intersecting planes. 


This hip-and-valley type of construction is typical of today’s 
modern approach to architectural design. 


In the case of the Marillac Seminary, progress from archi- 
tect’s plans to finished roof was accomplished with a 
minimum of time and effort, through the use of efficient 
lightweight Laclede Steel Joists. 


These high strength open web joists are adaptable to a 
wide variety of structural design. They are easy to handle 
and place, easy to bolt together, and are available in a 
choice of sizes and specifications for varying needs. 


Marillac College, Normandy, Missouri 
Architects: Belli & Belli of Missouri, Ine., St, Lovis 


General Contractor: Gamble Construction Co., St. Louis 


LACLEDE 


LACLEDE STEEL COMPANY 


SAINT LOUIS, MISSOURI * Producers of Steel for Industry and Construction 
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It is in the field of contemporary design that joint panel with vertical grooves, and other 
the architect can most fully exploit the versa- equally effective sources of design inspiration. 
tility inherent in Masonite® exterior products. To learn more of these enduring panels— 

Here is variety of appearance: a revolu- suitable for residential, commercial and in- 
tionary lap siding with vented aluminum  stitutional work —refer to Sweet’s Architec- 
mounting strip, a panel with shallow stria-  tural File, ask a Masonite representative, or 
tions that either paint or stain, a hidden- send the coupon. 


Ug wa 2 ** ww ea 5 c € e 9 V à À «9 9 V à à » à 4» 9 ^ à ^ 5 v * . КҮКЕ 
5&4 o ORO & A ж ж * o9 Y 4 + э *OXSUR HHO * 9 + 9X 9€ EH = а ® жож ё@ « % ® ө е ө у > 


эө йө жм ж трыа т» < oa’ wo bib «5 4 ni MINOR ШИШИ Masonite Corporation, Dept. AR-10, Box 777, Chicago 90, Illinois 


Dee tirs е TVD o 8 mm e "tit n In Canada: Masonite Corporation, Gatineau, Quebec 
КРЕ КУКЕ 42 S (0 1 E be | vec » + 
z Ada ia M Lam at Li ME ЖЕШ ae 4 PE Please send а copy of your free, illustrated booklet "For Modern Exteriors.” 


*o* oh жож + ж 


зокон Panel ! Products «nn 


+ за ж» ж ж е 4 «+ ^ ^» » 4 4 * р x * e^» 4 4  ›» э 5 а ж эъ @ е « t: v Мате IER RJ: к т ж ЛЗ Чё ә: жөк: ёт: Ай OBL ат ЛӨ Ө. OS SED OS Re ДЕ ҮЕ ote жж шы 
geen € е € э o ^ o * & € 9 > » 9 * * 9 9 eee aig жож » à ewe RH, 
o9 X X €» » 5 жуз * 4 9 9 › » *4 9*9 Sheer eee eR ae ж = еа % ж әт fi 
sth velo. qp OPE x ае UR DA Е p ete ae UOTE EET TITULI ITI LIII QUIT 
* 4 9 à à э» э 9 wÀ* € 9 9 › » € 4 9 9 HRA 9 э » ^ эсу €t ө э э k ө ө эё ^^ ө ж 
| ROG CSS scree ares Says Pay жк нык» ЕНЕ Ый Б айз кй DRGs Andy Gea 
® Masonite Corporation—manufacturer of quality panel products. | (a  ———M PERTERRITI T STET лаан irae жай 
| ZN зе евз COUN a wines aes deters э жайа ыйкады айа Жайка ҮЙ: БОГИ 
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ALAMEDA COUNTY OFFICE BUILDING — 
- Architect: Edward D. Cerruti, A.LA. x E 
Structural Engineer: Frank E. McClure _ E) 
Genera! Contractor: Indenco & Company а 


They designed for fire-safety at low cost 
using Penmetal nailable studs and metal lath 


In designing the new office building for Alameda County, Cali- 


fornia, the architect took full advantage of economies inherent Rigid Insulation Board 

in Penmetal LIGHTSTEEL framing. These included faster erection and 73 ' 

easier attachment of collateral materials. BH (oe, 
Furthermore, LIGHTSTEEL framing made fire-safe construction pos- ee adk 

sible at low cost. Structural engineer, Frank E. McClure, says, 

“This was one of the main points in selecting this type of con- dab TS 


struction due to the large number of county records and documents 
to be filed in the building...We wanted to have the fire-integrity 
of incombustible construction at the low price of LIGHTSTEEL." 

The structure has a conventional moment resistant steel frame 
with LIGHTSTEEL studs used for the exterior walls. The inside of these МАШ SEE TON ANT ANCHOR 
walls is Penmetal lath, plaster and flush-steel base, as shown in the 
accompanying detail. Permanent partitions and ceilings are also 
metal lath and plaster. The nailing feature of Penmetal LIGHTSTEEL 
studs was used for attachment of a variety of collateral materials. 
This resulted in important savings in time and cost. 

Write for further information on versatile LIGHTSTEEL. Ask for 
catalog SS-22. 


Structural WF 
PENN METAL COMPANY, INC. 3620816, 
General Sales Office: 40 Central Street, Boston 9, Mass. Stud 


Furring Channel 


Plant: Parkersburg, W. Va. 


District Sales Offices: Boston, New York, Philadelphia, Pittsburgh, Chicago, Detroit, 
St. Lovis, Dallas, Little Rock, Seattle, San Francisco, Los Angeles, Parkersburg 


PM-175 


Metal Lath and Plaster 


STUD TO STRUCTURAL FRAME 


Steel Door Frame 
(Typical for Sash) 


WINDOW AND DOOR OPENINGS (Typical) 
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DESIGN WITH 


the | | 
multi-purpose 
translucent panel 


Corrulux has a place in most of today's industrial, commercial 
and institutional construction . . . for sidewall glazing, skylighting, 
room dividers, patio covers, partitions, canopies, store fronts, 
covered walkways, curtain walls and many other applications. 


— Corrulux does away with the expense and 
hazard of window breakage, withstands vibration, vandalism, 
accidental impact. 


— Corrulux diffuses daylight, cuts glare, admits 
more usable light, creates a flattering glow for the presentation 
of merchandise. 


— Corrulux is handsome and decorative, adds bright 
color accents. 


— Corrulux can pay for itself in savings in arti- 
ficial lighting. Low installation cost, low maintenance. 


— Corrulux is amazingly strong, yet 
light in weight. 


Complete specifications and samples on request, or see Sweet's 
Architectural file. Write Dept. G 65. 


GLASS| FIBERS 


Corrulux’ TE. 


L-O-F Glass Fibers Company 
P. O. Box 20026, Houston, Texas 


CORRUGATED SHEETS • FLAT PANES • PYROPANL • DOUBLE DOME SKYLIGHTS 
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Square D--wherever 


EL SAN JUAN INTERCONTINENT 1 


e Here is one of the Caribbean's most beautiful 
tourist and resort hotels. Built at a cost of 
$7,500,000 and operated by Intercontinental 
Hotels, New York, it stands on a 16-acre ocean- 
front tract between the center of San Juan and 
the International Airport. Each of the hotel's 
guest rooms has an individual balcony overlook- 
ing the beach and ocean. Within the completely 
air-conditioned hotel are restaurants and the 
Tropicoro night club and casino, the latter created 
by Max Borges, Jr., designer of Havana's famed 


Tropicana. The hotel's convention hall and ball- 
room, with a floor area of 12,000 square feet, can 
accommodate 1500 people. Square D equipment 
distributes and controls the electricity throughout this 
beautiful structure. 


FIELD ENGINEERING SERVICE is available through 
more than one hundred Square D offices, backed by an 
international network of over 1000 authorized electrical 
distributors and 17 plants in the United States, Canada, 
Mexico and Great Britain. 


Executive Offices * 6060 Rivard Street, Detroit 11, Michigan 


*Designed by ROY F. FRANCE & SON, Miami Beach, Florida, and G. FERNOS LOPEZ, Consulting Architect, San Juan, P. R. 
Electrical Contractor e COMMONWEALTH ELECTRICAL CONSTRUCTION, INC., San Juan, P. R. 


SQUARE 
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E CaM HEAVY INDUSTRY ELECTRICAL EQUIPMENT... NOW A PART OF THE SQUARE D LINE 


D COMPANY 


uam 
d 


Z 


lectricity is distributed and controlled 


This SQUARE D CONTROL CENTER centralizes all motor control for units 


which air-condition the lobby, foyer entrances, offices, dining rooms, 
cocktail lounge, night club and casino. Pumps for chilled water system 
and swimming pool are also controlled from this center. SQUARE D 
totally enclosed FEED-IN DUCT brings power from substation. 


Sager Colman, Square D Export 
Manager, discussing electrical 
equipment installations with 
Harley Watson, General Man- 
ager of El San Juan Interconti- 
nental Hotel, during early con- 
struction stage. 


Two SQUARE D SUB- 
STATIONS (one shown 
at left) separately 
feed power and light- 
ing and small appli- 
ance loads for the 
entire hotel. SQUARE 
D ALUMINUM FEED-IN 
DUCT distributes the 
hotel's electrical 
power. Two vertical 
risers feed all eight 
floors. 


i 


4 
H 


A Complete LINE 


OF ELECTRICAL 
DISTRIBUTION 
AND CONTROL 
EQUIPMENT 


ADJUSTABLE SPEED DRIVES 
BUSWAYS & WIREWAYS 

CIRCUIT BREAKERS 

CONTROL CENTERS 

CRANE & HOIST CONTROL 
DISTRIBUTION SWITCHBOARDS 
ELECTRIC TRUCK CONTROL 

HIGH VOLTAGE CONTROL 

LAUNDRY CONTROL 

LIFTING MAGNETS 

LIGHTING AND POWER PANELBOARDS 
LIGHTING CONTROL — LOW VOLTAGE 
LIMIT AND FOOT SWITCHES 
MACHINE TOOL CONTROL 
MAGNETIC BRAKES 

METER MOUNTINGS 

MOTOR STARTERS 

PRESS CONTROL 

PRESSURE, FLOAT, & VACUUM SWITCHES 
PUSHBUTTONS 

RELAYS AND CONTACTORS 
RESISTORS 

SAFETY SWITCHES 

SERVICE ENTRANCE EQUIPMENT 
STAGE DIMMERBOARDS 

STEEL MILL CONTROL 

SWITCHGEAR & UNIT SUBSTATIONS 
SYNCHRONOUS MOTOR CONTROL 
TERMINAL BLOCKS 

TEXTILE MACHINE CONTROL 
TIMERS 

VOLTAGE TESTERS 

WELDER CONTROL 
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Architects Specify 
Stainless Steel for its 
w Cost...Appearance...Durability 


Architects and Engineers: Lorimer & Rose, New York 
Consulting Architect: Emil Schmidlin, East Orange, New Jersey 


steels are 
| born at 
Armco 


One of two identical restaurants on the New Jersey Turnpike. 


This attractive structure and a twin across the road, recently constructed for 
the New Jersey Turnpike Authority, originally were specified in aluminum. But 
both were switched to stainless steel — mullions, mullion covers, doors and 
frames, vestibules, sills and facia — without any change in the contract price. 

According to the architect, the primary reasons for selecting stainless were 
its proved durability, permanently attractive appearance and easy, low-cost 
maintenance. These advantages assure lasting, trouble-free performance and 
maximum economy. 


Economical for Architecture 


The two buildings, typical of current stainless jobs, help dispel any idea that 
the cost of stainless can be justified only in monumental structures or where 
beauty must be combined with durability and low maintenance. Today, archi- 
tects are expanding their design freedom and giving clients more for their 
money by using Armco Stainless Steel for major components and building 
products in all types and sizes of structures. 

Put the design advantages and economy of Armco Stainless Steel to work 
for you and your clients. Write us for more information on stainless in archi- 
tecture and assistance in selecting the most economical grade, finish, size and 


gage for your applications. Armco Steel Corporation, 2878 Curtis Street, 
Middletown, Ohio. 


ARMCO STEEL 
Кт, 


емсо Armco Division • Sheffield Division • The National Supply Company • Armco Drainage & Metal Products, 
® Inc. • The Armco International Corporation * Union Wire Rope Corporation • Southwest Steel Products 
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CAFETERIA—WEST PENN POWER COMPANY 
Natco Ceramic Glaze Vitritile "6T" Series 
Architects— 

Hoffman and Crumpton, Pittsburgh, Pa. 
Contractor—O. H. Martin, Sharpsburg, Pa. 


Natco Ceramic Glaze Vitritile... 
Choice of the architect—and the contractor, 


custodian and chairman of the board 


A versatile building material must meet the needs of the entire “team.” 
For the architect, the creative member who must weigh ай factors, 
Natco Vitritile offers unlimited design possibilities and enthusiastic 
endorsement by the builder-buyer segment of the group. 

For the cost-conscious executive who approves its purchase, Natco 
Vitritile means moderate initial investment, attractive appearance 
and long term economy. Costly replacement and renovation are min- 
imized because Natco Vitritile is resistant to acids, alkalies, fire and 
physical abuse. 

Maintenance men prefer Natco tile interiors because they are easy to 
clean. Occasional soap and water cleansing insures a sparkling, new 
appearance for the life of the building. Its impervious finish makes Natco 
Vitritile the ideal material where sanitation is of prime importance. 

For the craftsmen who install it, Natco Vitritile provides both struc- 
tural strength and a handsome, permanent interior finish in a single unit 
. . . placed in just one operation. 

Available in large unit face sizes as listed below. A complete line of 
shapes and sizes in both structural units and in “soaps” is further 
SIZES AND SHAPES assurance that Natco Vitritile will adapt to any design. 

Consult your nearest Natco branch office for complete details. 


Shape Tile Face Nominal 
Series Catalogs Size Thickness N A , | i ( Q NATCO 
LEAK STRUCTURAL 
"BW" 8W-257 734” х 15%" 2", 4" _ CORPORATION «И TEE 
“óT” — 6T-657 5Ve" x 1124" 2”, 4”, 6", 8" GENERAL OFFICES: 327 Fifth Avenue, Pittsburgh 22, Pa. 
"AD" 4D-1255 5e” x 734" 2^5,4^,6^, 8" BRANCH SALES OFFICES: Boston e Chicago e Detroit e New York e Philadelphia e Pittsburgh e Syracuse 


Birmingham, Alabama e Brazil,Indiana IN CANADA: Natco Clay Products Ltd., Toronto 
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A HOLOPHANE 


Lights the 


BIG JOBS 


HIBAY® Reflector 


For Every Type of High-Mounting Area 


Holophane 
No. 640 
Series... 


Holophane engineers are constantly developing 
new and better equipment for all light sources... 
Here are some outstanding examples of Holophane 
controlled lighting—by the acre...In every instance 
one can see clearly for thousands of feet— with a 
maximum of visual comfort...Reason: the 
installation of Holophane HIBAY Reflectors... 
Advantages: prismatic design produces greatest 
utilization of illumination; metal covers protect 
reflectors; simplified construction assures easy 
installation and economical maintenance... 
Consult Holophane engineers, through architects 


and professional advisors, without obligation. 


HOLOPHANE COMPANY, INC. 
Lighting Authorities Since 1898 
342 Madison Ave., New York 17, N.Y. 
THE HOLOPHANE CO., LTD., 418 KIPLING AVE. 50., TORONTO 14, ONT. Lg ni: 


& 
Гэ 


[д 


‚..Ве Specific 


For Better Lighting 


A. Dallas Memorial Auditorium, Dallas, Texas. 
George L. Dahl, Architect & Engineer 


B. Douglas Aircraft Company 
Long Beach, California 
Holmes & Narver, Inc., Architects & Engineers. 


C. Louis Allis Company, Milwaukee, Wisconsin 
Klug & Smith Co., Architects; 
Uihlein Electric Co., Engineers 


D. Allen County Memorial Coliseum, 
Ft. Wayne, Indiana 
A. M. Strauss, Inc., Architects & Engineers 


THIS WATER CLOSET 


does not disturb your peace of mind 


The famous Case “kitten quiet” time tested Non-Overflow One-Piece* 
water closet with the whispering flush ... PRODUCED IN 48 DECOR- 
ATOR COLORS AND SPARKLING BLACK AND WHITE. Case man- 
ufactures colored fixtures which correspond in color to the colored 
fixtures produced by leading complete-line manufacturers. 


*PATENTED 


_ | Ask your Case wholesaler or write: 
a and BETTER Ш>» : 
(22 


CASE MANUFACTURING CORPORATION 


33 MAIN STREET, BUFFALO 3, NEW YORK 
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PATENTS PENDING 


UNI-FRAME 


fits every lens box application... beautifully! 


New THINcandescent design! Single, narrow, tapered frame fits flush with plaster or acoustical 
tile for happy blending of light and ceiling. No plaster frame needed. 


New modular light pattern! Prismatically-accurate Pyrex* lens is largest available for 12" lens 
box. Equalizes light distribution over square area. No light leaks. 


New flexibility! One box size, in two look-alike series, accommodates any medium-base lamp 
(100-300 watts). Choice of three finishes: white enamel, aluminum or brass. 


For additional information about UNI-FRAME, call your Day-Brite 
representative listed in the Yellow Pages. Or write... 


DECIDEDLY BETTER 


Day-Brite Lighting, Inc., 6252 N. Broadway, St. Louis 15, Mo. ^ DAY- B RITE 
Day-Brite Lighting, Inc., of Calif., 530 Martin Ave., Santa Clara, Calif. ; LIGHTING FIXTURES 


"Registered trade name of Corning Glass Works 2-263 © Day-Brite Lighting, Inc. 1958 


NATION'S LARGEST MANUFACTURER OF COMMERCIAL AND INDUSTRIAL LIGHTING EQUIPMENT 


SEAMLESS RECESSED BOX 


Т“ TYPE 
HINGES 


PYREX GLASS LENS 


NEW PACKAGED BOILERS 


For steam and hot water heating and hot water supply 
for schools, institutions, apartments, hotels, 
factories, offices and all modern buildings. 


These three new series of Forced Draft 
Packaged Boiler-Burner Units represent 
the result of over 72 years of boiler design 
and manufacturing experience. They in- 
corporate many distinctive and exclusive 
features that assure economical, low cost, 
low maintenance operation. 

These Scotch-Type Boilers feature full 
fillet welded butt heads for added strength; 
a pressurized, gasketed smokebox with 
side hinged, gas-tight doors for ease of 
access for care and maintenance; A.S.M.E. 
Code (or better) construction; and The 
Fitzgibbons-Developed "Full Wet Back 
and Sides" design which completely sur- 
rounds the rear combustion chambers 
with circulating water for higher efficiency, 
plus the elimination of rear refractory and 
its expensive maintenance. 

The burners are the quality product of 
a nationally known company and are ex- 


Fitzgibbons Boiler Company, Inc. 


New York Sales and Executive Office 
101 PARK AVE., NEW YORK 17, N. Y. 


Branches and Representatives in Principal Cities 


Dept. 10 
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Field Sales Office and Plant 
OSWEGO, NEW YORK 


Three Models Available 


MODEL R 


59-464 H.P. Horizontal Rotary, 
Oil-Oil/Gas-Gas 


MODEL P 


59-93 H.P. Pressure Atomizing, 
Light Oil-Oil/Gas-Gas 


MODEL PB 


59-93 H.P. Pressure Atomizing, 
Oil Only—Through #5 


cellently designed, easily serviced and 
field supported by an extensive service 
organization. 

The unit is fire tested at the Fitzgibbons 
Plant to insure optimum performance and 
a certificate is issued detailing the test 
results. Certified efficiency of the boiler is 
over 80%. The unit is ready for installa- 
tion when shipped. Write today for 
full catalog material on these most 
modern packaged units. 
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Dave Brubeck and his" tree house" 


If the highest attribute of a home is to express the personality of its 
owners, the home of Dave Brubeck, jazz pianist extraordinary, is an 
architectural triumph. Like his music, Brubeck’s home is imaginative, 
bold in concept. Moreover, it answers the functional requirements of 
the owners, and the problems of a perplexing site. 

The lot itself is beautiful, with tall trees and a magnificent view of 
the Bay. But it’s also narrow (50 x 100), steeply sloped, and virtually 
all rock. Here Brubeck wanted to build a home for a large family with- 
out marring the site’s natural beauty. 

Architect David Thorne had the answer. He formed a sort of 
"hand" by anchoring five steel "fingers" to a mass of rock. These beams 
cantilever in two directions, creating a 3000-sq-ft level floor for the 
entire living area. How this was done is explained on the next page. 

Thus Thorne preserved the site, leaving trees and boulders intact. 
The structure appears to spring from solid rock, yet its spectacular 
cantilever seems to soar, giving a “‘tree-house”’ effect. 


Brubeck at Home 


""The way I look at it, this house expresses much of my 
wife's personality and my own. 'To us it's a house that 
is full of common sense. It's completely open and honest. 
We have nature all around us. I feel that if inspiration 
can come from good surroundings, I'll find it here." 
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plenty of running room for five active children. 
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Welded Anchorages 


To simplify placing beams and to allow 
horizontal leeway, Architect Thorne 
used slip plates instead of anchor bolts. 
He provided cells in the piers to receive 
reinforcing bars which had been welded 
to a 34-in. plate, as shown. The plate 
was positioned on wood wedges, levelled, 
and grout was poured into the cells 
and under the plate. The beam was 
then welded to the plate in accordance 
with shear requirements. 


М 


Steel Fingers 


Three 16-in. and two 18-in. WF beams form a 
continuous rigid frame. The beams are welded to 
plates anchored to concrete piers. The fabricator 
welded angle brackets every 8 ft for bolting the 
6 x 14-in. floor joists. The bedroom wing cantilevers 
out 16 ft, the living room and kitchen, 8 ft. 


WELD TO SHEAR 
REQUIREMENTS 


3/4-IN. PLATE 


“er - 11 _ 


3/4-IN. 
REINFORCING 
BARS 
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Fabricated Shaal —Hoihieham fabricates and — — 
erects steelwork for all types of structures Schools, libraries, and other relatively light structures can be framed with steel for econ- 
omy, structural strength, and fire resistance, as well as beauty and originality of design. 


Bethlehem Products for Construction 


Structural Steel . . . full range of standard 
and wide-flange shapes 


Construction Fasteners .. . 
Standard T’ypes—Bolts, Rivets, 
Nails, Spikes, Clevises, Turnbuckles, 
Timber Hardware, and many others 


Specialty Types—Tie Rods, Anchor 
Bolts, U-Bolts, Special Fasteners 


Elevator Rope . . . wire rope and strand 
. for all construction applications 


bibi 


Storage Tanks ...every type of tank for 
water or fuel storage 


Steel Piling . . . wide range of sheet and 
H-piling, and accessories 


Bethlehem Slabform ... formed sheets 


for poured concrete floors and roofs 


Steel Pipe... diameter V$ to 16 in. for 
every construction need 


Galvanized Steel Sheets . . . for ductwork, 
roofing and siding, and other uses 


Open-Web Joists— Complete series of short- 
span and longspan types, and accessories 


=== 


LERtiIi Titi Fi JIL 
ЖОЮ WE G Зр чё өй та ee did 


Li JA LA VL LL LL LLL SF ews 
' 
aa 


- S Other Construction Products ...a 
Concrete Reinforcing Bars—A full wide range for virtually every type 
range of deformed bars with excellent of construction project 


bending and bonding qualities Our new color motion picture, "Steel in 


Concrete," is an informative, technical 
study of reinforcing steel. This and other 


High-Strength Bolts— They clamp tightly, Bethlehem films are distributed through 


can be installed fast, quietly, economically Moder n Talking Picture Se rvice, Inc. 
with offices in most major cities. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


On the Pacific Coast Bethlehem products are sold by 
Bethlehem Pacific Coast Steel Corporation . 
Export Distributor: Bethlehem Steel Export Corporation 


PUBLICATIONS DEPARTMENT A2 
BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


Send me your latest literature on: 


[] Structural Steel O High -Strength Bolts 
[] Open-Web Joists [| Steel Pipe 


Other products 


NAME 


ADDRESS 


Folder 663 5810, Printed in U.S.A. 


Technical news from 
National Oak Flooring 


Manufacturers’ Association 


Oak flooring 
eeu nailed to screeds 
2” x4” screeds |... ] -no subfloor needed 
laid in mastic А 
on 12” centers 


Moisture barrier 
on top of 
concrete slab 


Screeds-in-mastic method is fast, trouble-free 

If you use concrete slab foundations instead of wood 

joist construction, you can still lay strip oak floors. 
-to-f i here requir 

The easy-to-follow method described here requires no Aer atio mains bador ter ahb кай loy Hat 


subfloor...and gives your slab homes the assured dry, preservative-treated 2 x 4 wood screeds in hot 
buyer acceptance of beautiful, durable oak floors. mastic. Use random length screeds, 18” to 30”. 


аА... 


Lay screeds at right angles to proposed direction of Blind nail tongued-and-grooved, end-matched strip oak 
flooring, 12” on centers with ends lapped 4”. Stag- flooring at each screed intersection. Double-nail at 
gered pattern helps to provide good nailing surface. lapped screeds. Finished floor is beautiful and durable. 


ow know you're right | an son mee WsrAltamion MANUAL = 
when uow use oak floors 


| 

| 

| National Oak Flooring Manufacturers’ Association 

| 

| 

| 

| 
NATIONAL OAK FLOORING Name _ 

| 

| 

| 

| 

| 

| 

| 
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826 Sterick Building, Memphis 3, Tenn. 


Please send free copy of your manual, “How To Install Hard- 
wood Strip Floors Over Concrete Slabs.” 


MANUFACTURERS’ ASSOCIATION 

à pne Address 
Sterick Building 
Memphis 3, Tenn. 


City. 


State 


c 


the complete line of OVERHEAD 


overhead means out-of-the-way... NV. 


no stumbling hazards —no interference with cleaning 


77% Рая i [S E 
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aGJ 100 GJ 90) 
concealed surface type 
(non-handed) (handed) 
for single and double acting 
doors. The finestin appearance 
and long, trouble-free wear. 


4GJ ARISTOCRAT (non- 
handed) for single acting 
doors. Ruggedly built for hard, 
practical usage. 


GJ 80) (handed) for single 
acting doors. For moderate 
cost installations. ' 


4 GJ 70 (non-handed) for 
single acting doors. Inexpen- 
sive for low-cost installations. 


GJ 300 and GJ 500 series) 


(non-handed) concealed for 
singleand double actinginterior 
doors. Surface type for single 
acting doors. Spring cushion 
types and friction holder type. 


"Life of the building" GJ Overhead Door Holders are made of 
highest tensile strength alloys requiring minimum maintenance or 
replacements. They have built-in shock absorbers to cushion the 


stop and are made in various sizes for any width door. 


Write for complete details and templates. 


= uuum cee ee eee ee mm ee a ee ee unns auum gem cUm wm 


CUSHION HOLD THE | 
THE STOP... DOOR... hold- GLYNN : JOHNSON CORP. 
silently absorbing open engages а а 
the shock of міо: silently . . . holds 4422 no. ravenswood ave. • chicago 40, ill. 
lent openings. firmly .. releases 

easily. 


112 ARCHITECTURAL RECORD October 1958 


Ae a FOR THE NESTLE COMPANY’S NEW HOME OFFICE 


31 Ж мт WINDOW? 


| s sy GENERAL BRONZE CORPORATION 


ГТ] “WINDOWS by GENERAL BRONZE” has long been a favorite 

А specification of leading architects. Experience has shown 
them that this is the sure way to simplify fenestration 

problems, regardless of style of window or type of metal involved. 


As pioneers in the design and fabrication of bronze, 
2% aluminum and stainless steel windows, curtain walls and 
~ architectural metal work, and with a record of accomplish- 
t ment that is second to none, General Bronze can help you 
eliminate many headaches and save time and money for your clients. 


On your next job, whether it be large or small, call in the 
General Bronze representative. He is ready and anxious to 
serve you. Our catalogs are filed in Sweet’s. 


Home Office—Nestle Company, Ine., White Plains, N. Y. 
PERMATITE fully reversible aluminum windows 
Architects: Eggers & Higgins 

Contractor: Hegeman-Harris Co., Ine. 


GENERAL BRONZE 


CORPORATION - GARDEN CITY, N.Y 
SALES OFFICE: 100 PARK AVE., NEW YORK, М. Y. 


PERMATITE DIVISION — Custom-built Windows, Curtain Walls, Architectural Metal Work and Revolving Doors. ALWINTITE DIVISION — Stock-size Aluminum Windows 
and Doors, BRACH MFG. CO. DIVISION — Radio, Television and Electronic Equipment. STEEL WELDMENTS, INC. DIVISION — Custom fabrication in Steel and iron, 


MARLITE PANELING 


... beautiful way to lower building and remodeling costs! 


114 


You can install completely finished walls, cut days 
off completion time with beautiful Marlite. In-place 
cost is low because this easily-installed paneling goes 
up fast over new walls or old, needs no painting 
or other finishing. And Marlite soilproof melamine 
plastic finish stays like new for years with an 


Marlite Panels 


4' widths. Lengths to 8’. Deluxe Hi- 
Gloss, Woodpanels, Marble Panels, Peg- 
Board Panels. Available in 9 decorator 
colors, 7 wood finishes, 5 marble pat- 
terns. 25?" thick. 


Marlite Korelock 


2' x 4' and 2' x 8’. Strong, rigid hol- 
low-core tongue and groove paneling. 
Available in 10 Loewy “Companion 
Colors," 6 wood finishes. 9$" thick. 


aA. that’s the beauty of Maxlite 


occasional damp cloth wiping. Plan on Marlite 
paneling for fast, profitable commercial and resi- 
dential interiors. 

See your building materials dealer or write to 


Marlite Division of Masonite Corporation, Dept. 
1005 Dover, Ohio. 


Marlite Plank and Block 


16” x 8’, 16" square. Available in 10 
Loewy “Companion Colors," 6 wood 
finishes. Tongued and grooved for fast 
installation. %6” thick. 


plastic-finished paneling 


MARLITE IS ANOTHER QUALITY PRODUCT OF MASONITE® RESEARCH 
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“STRONG. FIRE-RESISTANT. CORROSION-RESISTANT. 


THATS WHY WE USE WEIRZIN IN OUR STUD SYSTEMS!" 


says G. A. Stevenson, vice president of Penn Metal Company, Inc., Parkersburg, W. Va., 


maker of PERMALOCK nailable metal stud systems. 


“Broadly speaking, our choice of Weirzin electrolytically zinc-coated steel is based on 
two factors: performance in our products and performance in our production lines. 


“With Weirzin, of course, our stud systems have the strength, rigidity and high degree 
of fire resistance inherent in steel. And because Weirzin’s zinc coating is completely 
integrated with the steel, we have the added assurance of a corrosion-free life 
for our systems. 


“In our production lines, Weirzin goes smoothly through every operation—no flaking 
or peeling regardless of ‘the severity of the fabrication stresses. 


“Briefly, we feel that Weirzin has helped us to produce a quality product that gives 
our customers solid value at low cost." 


Strong! Highly resistant to fire! Highly resistant to corrosion! Easy to fabricate! 
That's Weirzin electrolytically zinc-coated steel. For more information on Weirzin 
send for free booklet. Write Weirton Steel Company, Dept. u-I/, Weirton, West Virginia. 
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WEIRTON STEEL 


COMPANY 


WEIRTON, WEST VIRGINIA 


a division of 


d 
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CALIFORNIA REDWOOD ASSOCIATION 


576 Sacramento Street, San Francisco 11 


1 
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New wrinkle in ceilings 


To achieve intriguing effects like this — structurally sound, acoustically ideal, aesthetically 
pleasing—the architect relies on versatile California redwood. And to assure uniform quality and 
top performance, he relies on Certified Kiln Dried Redwood, manufactured to exacting standards 


by the member mills of the California Redwood Association and identified by the trademark CRA. 


and Feel the Cushioned 
Flex of KREOLITE 
Gym Floors 


With apologies to Pepsi-Cola, we are 
saying “‘KREOLITE, the floor with 
more bounce to the ounce". 


It so aptly describes KREOLITE FLEXIBLE 
STRIP End Grain Wood Block Flooring 
with its built-in cushioning resiliency. 


Kreolite has other most wanted features 
that make it a better gym floor; Durable 
Beauty, Easy and Economical to install 
and maintain . . . it’s safer too, because 
it's splinter-proof. 


Liked by players and coaches and 
preferred by budget conscious school 
officials, Kreolite will prove to be the 
most satisfactory floor you ever specified. 
Write today for performance data and 
specifications. Take your first step to 
better floors for gyms, multi-purpose 
rooms or shops. 


C 


THE 
JENNISON-WRIGHT 


CORPORATION 
TOLEDO 9, OHIO 
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Quick and economical to install, Nepcoduct is manufactured as a single, double, or triple duct 
system to provide separate wiring facilities for light and power, inter-communication and telephone. 


Power-full floors can take any office layout 


National Electric Nepcoduct Steel 
Underfloor Raceways provide full 
electrical distribution throughout 
the floor area. 

Adaptable to any type of floor 
construction, Nepcoduct makes 
outlets available wherever they 
are needed for efficient office lay- 
out. This means electrical service 


changes can be made quickly and 
at low cost to the owner or tenant 
... without interrupting business 
routine. 

When you build, specify NE 
Nepcoduct to be sure the building 
will never grow old electrically. 
Write for complete information 
today. 


National Electric’s new 
streamlined service fittings are 
specially designed for installa- 


tion where modern desks and 
free standing equipment limit 
the heights of service fittings 
to less than 3 inches. 


National Electric Products Corp. 


NATIONAL 
ELECTRIC PRODUCTS 


SALES OFFICES LISTED UNDER 


PITTSBURGH 22, PENNSYLVANIA 


Bennett Assvviatves, Inv. 


Sales Offices and Warehouses in Principal Cities 
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..feature wall of beautiful, low- 
cost structural glazed facing 
tile in Random Ashlar pattern. 


Too often, walls of uniformly sized materials are static 
or uninteresting. 


Shown here is a beautiful, interesting, wall of Stark Structural 
Glazed Facing Tile. Standard tile sizes are used and less than 14 
of the units require cutting. Adding occasional tiles of contrasting 
colors contributes to the overall attractiveness. 


Next time a job calls for beauty... easy maintenance...economy and 
durability...specify Stark. 


IF YOU WOULD LIKE A DETAILED PRINT, INCLUDING TILE COUNT AND SIZES, 
OF THE WALL SHOWN ABOVE, SIMPLY REQUEST ON YOUR LETTERHEAD. 


A new, complete and 
detailed catalog is now 


CTAR h CERAM | Us. INE. | quest on your letterhead. 


CANTON 1, OHIO 
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NARANSPUN fabrics 


A DECORATOR'S DELIGHT FOR LUXURIOUS BEAUTY AND WORKABILITY, 
YET SO INCREDIBLY DURABLE AND RESISTANT TO HARD WEAR 


When draperies and curtains are made of SARANSPUN, fire presents no 
hazard. SARANSPUN is inherently and permanently flame-proof 

... it’s self-extinguishing and requires no flame-proofing treatment. 
This is only one of the unique properties of this remarkable 

fabric. Its flex-life is phenomenal. Scuffing, beating or harsh treatment 
won't faze it. SARANSPUN resists staining, cleans easily and dries rapidly. 


SARANSPUN is a decorator’s.dream! It has a soft hand. It is easy to 
sew, drape, fold or pleat and shedding during fabrication is no problem. 
It’s solution-dyed for fade resistance and color continuity in 
multiple-width installations. It is mothproof and resistant to mildew 
—even at the seashore. 


Easy cleaning is another SARANSPUN virtue. Wash it or dry-clean, 
according to simple instructions and it will stay fresh and lovely 
through the years. SARANSPUN draperies and curtains reduce 

maintenance costs to a minimum. 
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Printed Fabrics by 
MEAD & MONTAGUE, INC. THE GEORGIA COMPANY 
NEW YORK NEW YORK 


\ AR AN SPU N | SARAN FIBERS BY: 
| | THE SARAN YARNS COMPANY 


ODENTON, MARYLAND 


" 4 
TRADE MARK 
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іп a Hager “Life-Time Bearing” Butt Hinge! 


The bearings stay there for life! Upper and lower raceways 
ride forever—on the full count of ball bearings—in a Hager 
Life-Time Bearing Butt Hinge! 


Tough case-hardened steel ball bearing raceways are press- 
fitted into direct contact with knuckle on Hager ball 
bearing butt hinges. NOT THIS... 


One-knuckle-bored 
construction. Bearings 


No soft brass retaining jacket (or crimped shell) lies 


between the knuckle and the raceway. . . nothing to anchored with wear-away 
eventually wear away and allow the bearings to slip out. brass bunting: (Bearings 
Both raceways and all 26 ball bearings are hard at work in ЭР ын in Pee ge ius 


Hager Ball Bearing Butt Hinges—in fine jeweled move- 
ment—forever providing life-time trouble-free silent door 
operation. 


You’d expect finer performance from Hager Ball Bearing 
Butt Hinges, naturally—and naturally, you have a right to! 


If it’s expected to stay for /ife, then, of course 


EVERYTHING HINGES ON HAGER! BUT THIS... 


Hager TWO-knuckle-bored 
construction. Bearings 

*26 Balls in 414" x 414” anchored with case-hardened 
2.bearing Butt Hinges steel raceways. 


9. 


EVERYTHING HINGES ON Hager! = С. HAGER & SONS HINGE MFG. CO., ST. LOUIS 4, MO., U.S.A. 
HAGER HINGE CANADA LIMITED, KITCHENER, ONTARIO 


This famous Walnut MONTICELLO pattern was created for the flooring of Thomas Jefferson’s 
beloved Monticello . . . the old Dominion Mansion which our Third President both planned and built in 
historic Virginia. This beautiful pattern has been for years the choice of discriminating people. 


A FLOORING MASTERPIECE ! 


Now Available in Prefinished Laminated Blocks at a New Low Price 


Where your flooring selection is dictated Бу than their modest cost. For beauty of design, 
good taste . . . where the home you plan must craftsmanship, durability, ease of installation 
stand out from its neighbors . . . you'll find that and ease of maintenance, specify Wood-Mosaic's 
Wood-Mosaic’s Monticello Pattern hardwood Monticello Pattern floors. They are now avail- 
floors will add more to the value of the home able in prefinished 9" x 9" blocks. 


Wood-Mosaic 


LOUISVILLE 9, Ky. 
Woop-Mosalic CORPORATION OF CANADA, LTD. 
WOODSTOCK, ONTARIO 
Maker of the World’s Finest Hardwood Floors since 1883 


SINCE 1883 
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polystyrene gives 
Electro LUMENAREA Ceiling System 
maximum color stabilization 


Electro Lighting Corporation uses improved EvENGLO poly- 
styrene in their LumenArea Ceiling System to provide cus- 
tomers with longer, more satisfying, trouble-free performance. 

EvENGLO has gained widespread acceptance in lighting sys- 
tems for commercial buildings, schools and business establish- 
ments, because it can be molded or extruded in varying degrees 
of transmission and hiding power through a complete range 
of whites and pastels. 

So when you're specifying fluorescent fixtures for new con- 
struction, or remodeling, be sure to specify fixtures made 
from EvENGLO polystyrene. Write or wire for information on 
the properties and characteristics of EvENGLO polystyrene 
and these other fine plastics by Koppers: DyLITE expandable 
polystyrene, DYLENE polystyrene, SUPER DYLAN polyethylene 
and DYLAN polyethylene. | 

Koppers Company, Inc., Plastics Division, Dept. AR-108, 
Pittsburgh 19, Pennsylvania. TWX Call Number PG533. 

DYLITE, DYLENE, SUPER DYLAN and DYLAN are registered 
trademarks of Koppers Company, Inc. 


Offices in Principal Cities 
In Canada: Dominion Anilines and Chemicals Ltd., Toronto, Ontario 


м. KOPPERS 
KOPPERS 


v PLASTICS 
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PHOENIX TOWERS 


Architect: Ralph C. Harris, A.I.A. 


Phoenix, Arizona 
} Structural Engineer: 
Miller Engineering Co. 
Chicago, Illinois 
General Contractor: 
Del E. Webb 
Construction Company 
Phoenix, Arizona 


CONCRETE 
"REINFORCING 


Reinforced CONCRETE 


Saves 14% on cost of luxury apartment building 


Newest and largest luxury co-operative apartment building in the Southwest is the 
handsome $3,000,000 fourteen-story Phoenix Towers. Architect Ralph C. Harris 
chose flat slab reinforced concrete construction which made it possible to cantilever 
for balconies and sunshades very economically. The absence of projecting beams 
into the ceilings of rooms below in this type of construction eliminated the 
necessity for suspended plaster ceilings. 


Architect Harris further points out that cost comparisons showed a 14% saving 
with reinforced concrete over other framing systems. Before you build, investigate 
this economical, flexible, and timesaving medium of construction. Compare—and 
you will design for reinforced concrete. 


Concrete Reinforcing Steel Institute 
38 South Dearborn Street, Chicago 3, Illinois 
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economical DWV 
tube and fittings lower building costs... 
increase the saleability of any type home 


256 


The plumbers here are preparing a Streamline DWV prefabricated assembly for a multiple bath 
sanitary drainage system. The strong, rigid assembly will be placed into position and completed with 


a very little additional work. 


Because of the ease of this prefabrication type of installation, contractors report DWV copper tube and 
fittings can be installed in half the time required with caulked or threaded piping materials. And 
because it cuts installation costs, Streamline DWV copper tube and fittings naturally lower building costs. 
Streamline DWV copper tube and fittings also improve the quality of any home or building by pro- 


viding a lifetime of corrosion and rust resistant, leak-proof sanitary drainage that never clogs. 


To lower your building costs . . . and increase the value of your home . . . it will pay you to specify 
Streamline DWV copper tube and fittings for sanitary drainage. 9 
MADE IN U.S.A. 
TO THE STANDARDS 
OF AMERICAN INDUSTRY 
EL RA » PORT HURON 8, MICHIGAN 
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IMPORTANT NE 
STEEL JOIST 


| ) 1 \ | G N Architects and engineers now are 


offered all types of SJI Approved open web steel 
joists, based upon 20,000 psi working stress. Open web 
steel joists approved by the Institute are thus in 
balance with all other steel used in structures. Greater 
economy and a more efficient use of steel results. 


20,000 psi 


/ NN 


ЕЗ COMBINED SPECIFICATIONS 


Specifications and load tables for all types of open 
web steel joists are combined in one handy reference 
for the designing architect and 
engineer. ‘‘S’’ series and “L” 
series joists uniformly designed. 
are covered in this one over-all 
standard specification. 


1346 CONNECTICUT AVE., М. W. 


AMERICAN BRIDGE DIVISION 

United States Stee! Corporation 
ARBUTUS STEEL COMPANY 
BETHLEHEM STEEL COMPANY 
BUILDERS STRUCTURAL STEEL CORP, 
CECO STEEL PRODUCTS CORP. 
COLORADO BUILOERS SUPPLY CO. 
CONCRETE STEEL COMPANY 
JOHN HANCOCK, JR., INCORPORATED 
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STEEL JOIST 


EJ NEW SIMPLIFIED MARKING FOR 
OPEN WEB STEEL JOISTS =, „у the 


designation and type mark of steel joists of all types 
and spans, a uniform system of marking has been 
adopted. The depth and series identification is incor- 
porated in one type mark to give the designer a 
uniform system for identification. For example, an “5” 
series joist, formerly identified as type SJ102 will now 
be known as 1052, or a 10” deep joist of the “5” series 
and a #2 chord section. A joist identified as 24L06 is 
а 24" deep, “Т,” series joist of a #6 chord section. 


ЕЗ EIGHT ADDITIONAL TYPES s, pro- 


vide greater flexibility and a more exact application 
of open web steel joists for given structural loads, 
the “S” series of Steel Joist Institute Approved joist 
types has been increased from 17 to 25. == 


ёа 


INSTITUTE 


ы WASHINGTON 6, D. С, 


LACLEDE STEEL COMPANY 
MACOMBER INCORPORATED 
ROBBERSON STEEL COMPANY 
JOS. T. RYERSON & SON, INC. 
SHEFFIELD DIVISION 

Armco Stee! Corporation 
SOUTHWEST STEEL PRODUCTS 
TRUSCON STEEL DIVISION 
Republic Steel Corporation 


WS FROM THE 
INSTITUTE 


| ENGINEERING DESIGN CHECK 
Peu: pem 


fiers of “L” series open web steel joists of proper 
uniform design properties, an engineering design check 
on such joists has been developed by the Steel Joist 
Institute and will be required before a manufacturer 
is permitted to indicate his product as “Steel Joist 
Institute Approved". 


| QUALITY VERIFICATION PRO- 
GRAM - M a SERIES A Quality Verification 


Program on all Steel Joist Institute Approved “5” 
series open web steel joists assures designers and 
code authorities that these structural members have 


PPROVED 


VULNS 
5л See our insert 
in Sweet’s 
2c 


Architectural File ==. 
st 


FREE! Write for new 
standard specifications 
and load tables. 


not only been checked for design and load bearing 
ability but are subject to a continuing program of 
inspection by an independent laboratory at the Steel 
Joist Institute member company plants, to provide 
assurance that actual fabrication and production con- 
ditions are maintained to SJI standards. 


Ed NEW LOAD AND SPACING TABLES 


Although the SJI Approved open web steel joists to 
be manufactured under the new SJI Standard will 
not be available from member com- 
panies before January 1, 1959, a 
new comprehensive load and spac- 
ing table is offered the architects 
and engineers for use as of October 
1, 1958. This will permit inclusion 
of the construction economies of 
the new balanced design steel joists : 
in many structures now in the 
planning stage. 


STEEL Joist INSTITUTE 
DuPont Circle Bldg. 
Washington 6, D. C. 


[ | Please send me a copy of your new 
Standard Specifications and Load Tables. 


Name 


Company. 
Address 
City. Zone State 
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Greenwich, K-1975-C, 
18 x 15", 20 x 18", 24 x 20" 


Under side of Greenwich lavatory 
showing screw holes provided for 
anchoring lavatory to wall. 


New Designs in Lavatories... 


KOHLER 


Designed with straight lines, in accord with the latest 
architectural trends, the Greenwich and Jamestown 
vitreous china lavatories combine convenience for the 
user with pleasing modern appearance. They look 
especially neat and orderly in multiple installations and, 
therefore, are popular fixtures for schools, hospitals, 
commercial and industrial buildings. 

'The Greenwich has integral brackets at base of the 5" 
back that provide extra wall-bearing surface for firm, 
strain-resistant installation. The Jamestown provides 
generous, flat, unobstructed slab space. Additional 
quality features include concealed front overflows, 
anti-splash rims. 


All-brass fittings. The Centra fittings—Constellation 
Series—afford easy, accurate control of water flow with 
positive closing action. Interchangeable valve units 
simplify maintenance. All-brass construction has 
maximum resistance to corrosion and wear. 


IPS di a саас Фоне EE ӨР pions 


Jamestown, K-1752-C, 20 x 18", 24 x 20" 


KOHLER CO. Established 1873 KOHLER, WIS. 


KOHLER or KOHLER 


Enameled fron and Vitreous China Plumbing Fixtures + Brass Fittings • Electric Plants + Air-cooled Engines • Precision Controls 
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Sunbeam Lighting Company, 777 East 14th PI., Los Angeles 21, California 


Gary, Indiana 
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Architects... School Administrators... 
this is MODUWALL 


A new concept in classroom wall utilization 
that completely outmodes conventional fixed-to- 


the wall chalkboard and display equipment. 


Brunswick MODUWALL has already been field proven 


in scores of installations... it is now available 
for your new or remodelled schoolrooms 


Invest in 


Brunswick. 


SCHOOL EQUIPMENT 


for better learning . . . for lasting value 


FLEXIBILITY INSURANCE— Brunswick Moduwall gives you 
complete classroom flexibility over the years... . as school 
population shifts . . . as classroom purposes change. By 
simply changing the kinds and heights of panel units, you can 
transform a kindergarten into a fifth grade, a fifth grade 
into a social studies room, a math class into a kindergarten! 
Today's elementary schoolrooms become tomorrow’s educa- 
tionally perfect junior and senior high rooms— without costly 
reconstruetion. With Moduwall your classrooms are never 
obsolete . . . always ready for change in grade or function! 


EVERY WRITING, DISPLAY REOUIREMENT SERVED —Moduvwall 
accessories can be mounted in minutes. 4 Chalkboard sizes, 
6 Tackboards, 1 Pegboard, 3 Open and Closed Cabinets, 
2 Magazine Racks, 1 Easel, 2 Flannelboard sizes and Utility 
Boards to choose from! All are interchangeable! | 


TEACHER'S DREAM— Only Moduwall gives your teacher full 
freedom to use the teaching aids that best suit her individual 
purposes... and teaching techniques. She can change panels 
às instruction projects and assignments change...from day to 
day, semester to semester, as she desires. (We'll be happy to 
help you plan an efficient Moduwall Panel Inventory to 
meet your immediate and long-term needs.) 


—Moduwall not only 
gives you scores of educational advantages . . . but actually 
costs less to install and use now... and over the years than 
conventional wall fixtures. It will pay you, your teachers 
and your community well to investigate . ... and have your 
architect specify . . . and use Moduwall! 


1 Only MODUWALL gives you the amount of CHALK- 
BOARD you want... where you wantit... 
when you want it. 


2 Only MODUWALL gives you the amount of PEGBOARD 
you want... where you wani it... when you 
want it. 

3 Only MODUWALL gives you the amount of TACKBOARD 
you want... where you want it... when you 
want it. 

4 Only MODUWALL gives you the amount of EASEL, 


OPEN AND CLOSED STORAGE, MAGAZINE RACK 
you need...where you want it...when you 
wantit... 


SEND FOR MORE INFORMATION TODAY 


THE BRUNSWICK-BALKE-COLLENDER COMPANY 
School Equipment Division, Dept. 1510 

623 South Wabash Avenue 

Chicago 5, Illinois 


PLEASE send more information on Modwwall to 


беһооп]/Ёїтт.................................. 
о. сә < +з 6S ke шш...» шж» 


...Set the style with 
POMEROY 


custom products 


The new comprehensive line of POMEROY PRODUCTS (monumental win- 
dows, inside window treatment together with air-conditioning enclosures) 
now offer the architect an unusual latitude of design flexibility. 


Many POMEROY window arrangements and enclosures variations are 
presently setting style trends in outstanding installations such as; The 
SEAGRAM BUILDING, CANADA HOUSE and the new unit addition to the 
DAILY NEWS BUILDING. 


See Sweet's Architectural File 


ом Е ROY FABRICATION IN ALUMINUM — STAINLESS STEEL and COATED STEEL 
2 ACOUSTICAL 
| aa 360° DOUBLE- FIXED RIS CURTAIN CEILING 
n | REVERSIBLE HUNG and HINGED CONDITIONING e E 
Ue NS WINDOWS WINDOWS WINDOWS ENCLOSURES SATENE 


S. H. POMEROY COMPANY, 25 BRUCKNER BOULEVARD, NEW YORK 54, N.Y. 
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Curtis Recessed Alzak Aluminum Troffers provide high level general illumination, low-brightness quality, in the American 
Hardware Mutual Insurance Company building, Minneapolis, Minn. Architects: Thorshov & Cerny. Engineer: Leonard Johnson. 


Curtis Visioneers introduce 


new horizons in illumination . 


A touch of 
tomorrow 
today 


The fast tempo of modern life is characterized by efforts 
to grasp the future and make it live now. The develop- 
ment and design of advanced lighting equipment to ful- 
fill this goal is a prime Curtis purpose. To serve you 
better, with products of the future, Curtis is staffed with 
a group of highly trained and skilled Visioneers (Vision 
Engineers). These men are constantly looking beyond 
horizons, adapting new concepts that make for improved 
lighting. Curtis has. over 50 important "firsts" in the 
science of illumination. Two very significant ones are: 
(a) development of the concept of lighting from con- 
cealed sources, helping end the era of the bare lamp on 
a drop cord; (b) the pioneering of the Alzak process for 
permanently finishing aluminum reflectors. If you want 
lighting today with a touch of tomorrow . . . look 


to Curtis. 


On the following 
pages see how Curtis 
Visioneers have given 
the modern feel in 
lighting to industry... 


The look of 


the future in 


lighting for Reynolds 


Reynolds Metals Company, Richmond, Va. Modular design of second and 

third floors severely tested Curtis ingenuity. To appreciate the enormity of е А I 

this Curtis Visioneered project — one thousand 10 ft. by 10 ft. grids were used. To cope with things to come and anticipate the demands of to- 
Architect: Skidmore, Owings & Merrill. Consulting Engineer: Ebasco Services. morrow, those who mold our nation's products should have a talent 
that combines ability with versatility. Curtis Visioneers met one of 
the greatest challenges to their originality and inventiveness in 
designing a lighting system for the Reynolds Metals Company 


building in Richmond, Va. Objective was to provide a 100,000 sq. 


ft. area with illumination that would be permanent yet allow for 
future changes in the floor plans in keeping with modular concept. 
Another stipulation was that the installation must coordinate with 
the air conditioning and sound proofing. Curtis Visioneers solved 
this multiple problem by forming a completely custom-engineered 
special aluminum folding grid system . . . a wall-to-wall ceiling of 


light. No matter how floor arrangements are changed, uniform low 


brightness will be retained throughout. Through special folding 
“packages”, which permitted 100 sq. ft. of lighting to be installed 


Flexibility of the Reynolds offices is obvious. Partitions can be easily moved 


to expand or decrease the size of various areas, whereas the Curtis wall-to- at one time, an estimated 8,000 man hours were saved, or approx- 
wall ceiling of light supplies 75 foot candles of maintained illumination. З ly $50,000.00 
Curtis grid system is mounted 10 ft. 6 in. above floor level, with lamps spaced imately ? dis 


16 in. оп center. Hexel Honeylite aluminum diffusers complement the decor. 


Vast expanse of office areas can be altered to any size or shape without destroying ceiling pattern or lowering lighting standards. In this special Curtis grid installation, 
aluminum materials were used throughout. Maintenance advantages are: ease of relamping, ready access to wiring, and simple replacement of the ballasts. 


Hallmark Cards, Kansas City, 
Mo., where Curtis Visioneers 
“personalized” the illumina- 
tion system to harmonize 
with company qualities. Ar- 
chitect & Consulting Engi- 
neer: Welton Beckett. 


Curtis Vari-Spots produce 
attractive lighting patterns 
in various lobbies of the 
Hallmark Cards building. 
Reception room shown is ap- 
proximately 45 ft. by 45 ft. 
Vari-Spots are used here to 
accent two areas. Each is 
effectively dramatized. 


Illumination 


in the 


modern mood...for 


Hallmark Cards 


As the present catches up with the future, buildings must be more 
than mere places of work for people who breathe life into industry. 
To capture the feeling of its product, Hallmark Cards adapted the 
warm spirit of greeting to its new building in Kansas City, Mo. The 
exterior countenance reflects a buoyant personality one would 
naturally associate with a greeting card company. The same spar- 
kling atmosphere permeates the office interiors, where all the fur- 
nishings have been selected with an eye to comfort and creative 
inspiration. In keeping with this setting, Curtis Visioneers provided 
a lighting system which would complete the theme of visual charm 
and visual well-being. They accomplished this through the use of 
Curtis Alzak aluminum low-brightness troffers and Curtis Vari-Spot 
recessed incandescent units. The careful application of these quality 
products assured glare-free illumination and accentuated the es- 
thetic characteristics of the Hallmark Cards building. 


Visioneering with 
foresight in Texas 


Progress and foresight are personified in one of the newest 
architectural adornments gracing the Fort Worth, Texas, 
skyline . . . the Mutual Savings and Loan Association 
building. Up-to-the-minute in every respect, the structure 
contains dramatic areas of low-ceiling design. However, 
they created a problem in the selection of overhead light- 
ing. The question was: How to achieve high levels of 
illumination without objectionable shadows or glare? 
Because of the precise details involved in the banking 
profession, visual acuity at all times is a major considera- 
tion. Curtis Visioneers were consulted. They offered this 
solution: Using standard products, with only slight modi- 
fications to suit the particular situation, Curtis Visioneers 
produced a Strato-Lux continuous luminous ceiling sys- 
tem, completely integrated with the low-ceiling design. 
High levels of illumination were provided and even dif- 
fusion of light was assured. Personnel and patrons alike 


enjoy the convenience and eye-pleasing ease of low 


brightness quality. 


The handsome Mutual Savings & Loan Association Building, Ft. Worth, Texas. Archi- 
tect: Preston M. Geren. Consulting Engineer: Yandell, Cowan & Love Engineering Co. 


Z 


Curtis Strato-Lux provides high levels of glare-free illumination to pro- 


mote efficiency and serenity. Even with Strato-Lux directly overhead, 

there are no bright spots, no reflections, in critical viewing areas. Excep- 

tionally low ceiling brightness is achieved through use of #6025 

Holophane acrylic plastic Controlens. P 

Many solutions to a variety of lighting problems are offered in the AIA award s Cc U iE т | у 


winning book, “Modern Lighting by Curtis". Write for your copy today. Visioneers fn P — d Lig h ting? 


Curtis Lighting, Inc., 6135 W. 65th St., Chicago 38, 111. 
In Canada: 195 Wicksteed Ave., Toronto 17, Canada. 


ARCHITECTS: Eero Saarinen and Associates 


ASSOCIATE ARCHITECT: Douglas Orr 

STRUCTURAL ENGINEERS: Severud-Elstad-Krueger-Associates 
MECHANICAL ENGINEERS: Jaros, Baum and Bolles 
LIGHTING CONSULTANT: Stanley McCandless 

CONTRACTOR: George B. H. Macomber Co. 

LANDSCAPE ARCHITECTS: Sasaki, Walker Associates 


ICE RINK CONSULTANT: Peter Carver Associates 
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YALES 
HOCKEY 
RINK 
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The David S. Ingalls Rink 


Saarinen and Severud each describes “е ideal envelope for an exciting game. . .” 


The great central concrete arch of the David S. In- 
galls Skating Rink, looking like the spine of a giant 
dinosaur, is now visible on the Yale campus. The 
cables, like those used in suspension bridges, swoop 
down from the spine to the arc-shaped walls on the 
sides to support the wood plank roof and its flexible 
neoprene covering. It is a graceful dynamic 
building. 

Many people accustomed to the run-of-the-mill 
barn-like or Quonset-type hockey rinks of other in- 
stitutions have asked why we designed the building 
this way. There were several reasons. 

First, the donors and the various committees in- 
volved (including the Yale Hockey Association, with 
whom we worked closely) wanted this to be one of 
the finest skating rinks in the world. We have ar- 
ranged the 2900 seats, stadium-fashion, in an oval 
around the 200- by 85-ft skating area so that there 
are more “seats on the fifty-yard line.” The facilities 
include 60 foot candle fluorescent lighting, a 100 ton 
rink refrigeration system and ample locker rooms, 
shower facilities, office space and storage areas. 

Second, we have tried to design a building which 
would lend itself to other uses than hockey. The 
standard barrel-vaulted roof would have been more 
economical, but besides being less beautiful, it gives 
ugly, booming echoes. This interior is so shaped that 
its acoustical properties will be excellent and the 
building, which can take as many as 5000 seats, can 
be used for commencement exercises, lectures, con- 
certs or for dances. With these other uses in mind 
we have provided additional exits and toilets. 

Third, we wanted to design a building which 
could rightfully take its place in the midst of the 
present and future campus. Had it been simply a 
bulging, pregnant, barrel-vaulted structure it could 
not have had this privileged location and would nec- 
essarily have been located near the stadium some 
distance away. This, in turn, would not only have 
made it less accessible during the skating and 
hockey season but would also have been detrimental 
to its usefulness for other non-athletic functions. 

Finally, we believe that architecture on a campus 
should be beautiful as well as functional and should 
express its time as well as its function. Working 
with Severud-Elstad-Krueger-Associates, we were 
able to achieve this structure, based on tension 
rather than compression, which is unique to twen- 
tieth-century technology. We hope that the archi- 
tectural character, growing out of its structure, will 
be both expressive and appropriate to our time. 


Eero Saarinen 


Why was a hung roof decided upon? The cable is 
about the most graceful and efficient self-supporting 
medium. Also the tension, or pull, which is required 
to support a particular load can be adjusted by vary- 
ing the sag of the cable. However, one does not read- 
ily appreciate, visually, the magnitude of these 
tension forces. For the hung roof you must look for 
the anchorage and the abutment to which the spider- 
web construction can be attached. 

Architectural planning for the rink, based on 
providing optimum seating arrangement and other 
requirements, resulted in curved exterior walls on 
each side. In plan these walls are corrugated, simu- 
lating a worm humped up in the center and slightly 
off the ground fore and aft. Such a wall, if properly 
designed to act as а unit, has a wide effective base 
and can serve as a vertical cantilever to resist over- 
turning under the action of large horizontal pull 
applied at the top. Substantial cable anchorages 
could, therefore, be developed from the basic re- 
quirements of the building itself. To increase the 
efficiency of the anchorages from a structural stand- 
point, the walls were also sloped, although it was 
recognized that under American construction con- 
ditions this slope would be expensive to build. How- 
ever, the architect felt that this expression would 
lend greatly to à visual expression of the stress flow. 
The most efficient way to lift the cables in the center 
and still maintain the unobstructed area required 
for the rink, is by an arch. Steel was first explored, 
but concrete proved to be a better solution, particu- 
larly since cantilevered extensions beyond the arch 
abutments are a desirable design feature. 

An important design consideration was the sta- 
bility of the center arch under the action of wind 
loading and unequal snow loading. Studies proved 
that it was impractical to resist the torsion or twist 
created by such loading at the arch foundations or 
abutments. It was therefore decided to provide aux- 
iliary stabilizing cables, also anchored to the helpful 
side walls, to tie the arch laterally. There are three 
such cables on each side and they will be seen above 
the roof. When the wind blows, the windward cables 
become heavily loaded and sag, the leeward cables 
become loose. The anchoring cables take over before 
the resulting torsion in the arch becomes excessive. 

To restrain fluttering tendencies due to up-lift 
under wind, longitudinal cables tighten the network 
of primary cables. All in all, it is a structure ex- 
pressing in its various forms and use of mate- 
rials, the tug-of-war between pull and resistance. 


Fred N. Severud 


LOWER LEVEL 


LONGITUDINAL SECTION 


UPPER LEVEL 


A sculptured light fixture by Oliver 
~ Andrews will be suspended from the tip 
of spine at entrance below 


i 
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Yale’s Hockey Rink 


Molitor 
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Left: the small scale of the main en- 
trance in combination with its low deep 
overhang contributes to the sense of 
dramatic space contrast that is felt 
when one enters the lobby and appre- 
hends a great unexpected interior volume 
bounded by the vast rink 10 ft below 
grade and the great parabolic spine of 
the roof springing to a height of 75 ft 
above the rink floor 


Left: side doors penetrate exterior walls 
at opposite ends of the short axis of the 
rink. Here the wall at its highest point 
is 29 ft above the ice. It is 7 ft lower 
at the end enclosures. Exterior walls are 
9 in. thick above grade and slope out- 
ward at a 15 degree angle 


Left: view from a nearby roof shows the 
three 1% in. diameter cables used as 
lateral bracing on each side of the cen- 
tral spine. Like the other transverse 
cables which support the roof, they are 
anchored at one end to the central spine 
and at the other to a flat concrete section 
above the sloped exterior walls. This sec- 
tion is actually a nearly horizontal par- 
abolic arch 


Right: view from entrance lobby reveals 
a column free area 228 ft long and 183 ft 
wide at the center 


Molitor 
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Yale’s Hockey Rink 


Left: one of two main buttresses of 
spine at opposite ends of rink’s long axis. 
Plaster ceiling is suspended above seats. 
Plank roof will be left exposed over rink 


Right: transverse cables are suspended 
at 6-ft intervals. The sags of the cables 
were selected to be proportional to the 
squares of their spans. To prevent vibra- 
tion and flutter nine longitudinal cables 
are suspended on each side of the central 
spine and act as roof tie-downs. Two of 
these cables span between opposite points 
on the spine, four between opposite points 
on the exterior wall and three between 
the two curved steel trusses at opposite 
ends of the spine. There are four of these 
trusses that rest on the walls and on 
the spine near its buttresses and help 
support the projecting canopies on either 
end. As photograph shows, placing of 
the wooden roof deck started at the 
walls and proceeded toward the spine 
simultaneously on both sides 


Right: the central supporting spine 
spans 240 ft as a parabolic arch, then 
with reverse curvature it cantilevers an 
additional 40 ft at both ends 


Molitor 


ARCHITECTURAL RECORD October 1958 157 


Yale’s Hockey Rink 


158 


Right: cables are anchored in flat con- 
crete section 1 ft 6 in. by 7 ft which 
rests on top of slanted exterior walls. 
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Left: cables are standard bridge strand. 
Roof deck is constructed of random 
lengths of 2- by 8-in. tongue and groove 
treated wood planks nailed to a pair of 
2- by 6-in. nailing strips which in turn 
are bolted to the cables 


Don Roy 
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Embassy Design 
Reflects 
Two Cultural Traditions 


The lacy white elegance of the design for the new 
Embassy at Bangkok blends with delightful ease the 
cultural traditions of two very different peoples—the 
Thais and the Americans—and yet achieves an iden- 
tity of its own both as architecture and as symbol. 
In its subtle recollection of Thai religious archi- 
tecture and in its more obvious reflection of local 
architectural detail—wide overhangs, balconies with 
their precast panels, marble floors, the klong which 
is the immediate site of the building, the columns 
on which the building is raised—the building imparts 
the feeling of serenity and peace so much associated 
with Far Eastern philosophies. The curved line, in- 
digenous to the arts ог the East; the lotus flower, 
from whose forms derive the shape of windows and 
doorways, minute detail and even whole structures; 
the dazzling whiteness of the stupas; the polished 
shine of the marble in temple and palace floors; the 
gaiety and the poetry of Thai customs: these, as sure- 
ly as the more tangible technological means of trans- 
lating them were the influences uppermost in the 
minds of the architect and his associate, Denis Beat- 
ty, in designing the building. | 
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Balcony rails and pavement pattern are derived from that used in Marble Palace in Bangkok but ч 
be of local pressed marble chip tile. Central court forms main reception area for visitors, arriving on 
foot or by car, with elevators to offices on upper floors at rear toward klong. Suspended from roof is 


Great Seal of United States 
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As efficient as a well-designed American office building and as poetic as the lotus flowers 
in the klong over which it will be built, the Embassy at Bangkok answers with unusual 
grace and refinement the requirements of the State Department's Foreign Building Oper- 
ation program. The building will provide offices and reception areas for the Ambassador 
and the 250 members of the diplomatic and consular staffs. The interior space is com- 
pletely flexible, arranged around a covered central well which both minimizes circulation 
and permits a free movement of air from the open ground floor to the open clerestories 
above. Access to the building is from two bridges extending across the klong at ground 
floor level: one for pedestrians, the other for cars which will drive directly into the court, 
pleasantly cool and protected from the tropical heat outside. Between the flat slab floors 
will be walls of glass, impervious to mildew, protected from heat and glare by wide 
overhangs, and offering an outlook over the precast balcony rails (for which local buildings 
provide precedent both in use and in precasting) into the tops of rain trees and to the 
klong below. The curved line of the overhang is reminiscent of the concave ridges of temple 
roofs; the colors also—white accented with gold and bright red—occur in Thai buildings, 
particularly palaces and temples. Although piles were used because of the soil's poor 
bearing quality, the coincidence of this Thai residential design tradition with modern 
design concepts further blends the cultures of East and West. 


PHOTO CREDITS: page 159—Denis Beatty; page 160—Buddah head by Rondal Partridge, hand by Frants 
Albert; page 161—Frants Albert; page 164—-Louis Checkman (model by Virginia Green). 
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Architecture 
and the 


Individual 


by Joseph Hudnut 


Buildings are playthings to entertain us 
. astonish us like acrobats... 


Drawings by Walker O. Cain 


That spirit which in each epoch is the secret ar- 
biter of architecture takes as its prime instrument 
the understandings and intuitions of its architects. 
However universal are the currents of thought and 
feeling that in each epoch shape the arts, however 
mysterious the processes of expression, an epoch 
cannot realize its will in architecture except through 
those who lend themselves to that still imperative. 
An historian may stand apart, looking backward 
from a cliff of time, and believe in the spontaneous 
rise and fall of architectures, but those who live and 
strive in the midst of that encyclic drama know how 
the era reaches out into the minds that are hospita- 
ble to its intentions: how it possesses, explores and 
kindles those whom it takes as its servants—and 
how it also builds about them the strict frontiers of 
their enterprise. In our time the nature of architec- 
ture has not changed. There is no highest excellence 
in our architecture that is not an affirmation of idea 
and spiritual power unique to our epoch: of idea and 
spiritual power channeled through individual life 
and character. 

To our architects our epoch brings its unique har- 
monies and its undreamed-of vitality. At the feet of 
its architects our epoch lays the splendor of its tech- 
nologies and the wide authority of its sciences, the 
surge and energy of its industries, the invitation of 
its social programs and the spacious ideals of order 
and human happiness which lie in its humane art 
of city-planning. Below the surfaces there lie also in 
our land an essential nobility of purpose, a new 
breadth of compassion and the vast drama of our 
crescent power. 

Buildings are utilities. Buildings are the channels 
of society. Buildings are (sometimes) the pegs upon 
which to hang a funded scholarship. Buildings are 
playthings to entertain us with their fantasies; they 
may charm us, like wall-paper, with wit and inven- 
tion; they may astonish us, like acrobats, with their 
daring and surprise. Buildings are the ornaments of 
cities and the bright flowers of romance in the coun- 
tryside. And yet there can be no supreme excellence 
in any building except as its architect, at some mo- 
ment in the progress of his design, discovers in his 
heart intimations of beauty in the human scene of 
which his building is to be a part—and knows these 
to be true. From that moment all the complex ele- 
ments of his design—program, plan, struct ire, ex- 
pediency and the human factor—must assume new 
relationships and directions conformable to that se- 
cret word. 

Around the architect thus possessed and quickened 
the epoch builds the boundaries that confine and 
channel him: the circumstances of social pattern 
and commercial usage, of valuation and opinion, of 
religious and institutional practice—and those more 
immediate encirclements which are specific to archi- 
tectural practice and which, without the architect’s 
consent, array and press upon his society-entangled 
art. By this I mean nothing more recondite than the 
business methods peculiar to our day: the legal con- 
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 ventions and governmental stupidities, the disci- 


pline, or lack of it, in labor, the unphilosophical pro- 
cedures in the manufacture, distribution and assem- 
bly of materials and the prejudices locked in the 
water-tight compartments of the public mind. These 
are the imponderable intricacies which with an in- 
transigence infinitely more heavy than in any other 
era confuse and oppress the practice of architecture. 
These too are inherent in our culture and must not 
be apprehended as alien elements in an art of ex- 
pression. 

Our architects cannot escape whatever tyrannies 
may be congenial to a democratic commercialism. 
Our epoch, which brings them so many and so prom- 
ising themes, denies them at the same time many 
themes which architects made eloquent in civiliza- 
tions precedent to our own. However much, for ex- 
ample, our architects may wish to build castles on 
the Rhine—or along Fifth Avenue—they can find no 
foundation either of idea or of custom upon which 
to build them ; and those Venetian piazzi with which 
they might willingly frame the festivals of the peo- 
ple are distinetly irrelevant to a culture in which 
festivals are no longer tolerated. There are in our 
populous cities no cathedrals—none worthy of that 
name ; and those valiant pioneers who have proposed 
a modernity in church architecture well know the 
price at which the Christian legend is translated into 
steel. We build palaces, or the grand hotels which 
are their present equivalent, but the utmost of our 
genius has not teased into their lavish corridors the 
slightest breath of an aristocracy long since de- 
parted from our earth. And that wholesale art which 
wreathes our cities with split-level ranches and ex- 
pandable cods betrays no hint of that tenderness 
and loyalty which, not so long ago, informed the 
dwellings of a people as yet untouched by democ- 
racy. 

Within these magnificent vistas and these harsh 
frustrations the modern architect confronts his 
epoch. Receptive to its beauty, finding in his heart 
affirmations of its grandeur and its humanity, he is 
caged on all sides by the realities of his practice. 

How shall our architects work within these en- 
framements of time and circumstance without re- 
nouncing the persistent loyalties that tie them to their 
ancient art? Nor can our epoch stamp its own coun- 
tenance upon its architecture except through indi- 
vidual freedom and poetic response. 

E: A» * D: Ж E: 

I suppose that the first architect, carving the frame 
of his house from the trunks of trees and with no 
other tool than his rude axe, found many opportuni- 
ties for irrational selection and choice. Not only in 
the dimensions and proportions of beams, posts and 
rafters but in the relations of these to each other, 
in the elegance of their mortisings and joinings and 
in the naked qualities of the material itself there 
was translated the moods and preferences of the 
worker. 

The saw mill, invented in the fifteenth century, 


was among the first interventions of modernity in 
that interplay of mind and material; but the pre- 
cisions and standardizations of the saw mill never- 
theless left to the architect a wide range of discre- 
tion and experiment. The facades of urban houses, 
framed in wood long after the advent of the Renais- 
sance, are as full of caprice as are the modeled spires 
of baroque churches; and it is obvious that the New 
England builder copied the Complete British Car- 
penter, sent him from London, with that same 
rugged independence of soul that informed the Bos- 
ton Tea Party. 

Today the I-beam affords no such opportunities 
for self-realization. The fabrication of a steel struc- 
ture certainly does not encourage that “willing pro- 
duction of superfluity" which, we are told, was until 
recently so deep a source of delight to the architect. 
A modern architect may find new satisfactions in the 
precisions and flawless simplicities of steel, and no 
doubt he is often ravished by the inevitability of 
function as the fore-runner of form, but surely these 
rewards are not the same as those whose source was 
the free imprint of the maker's thought and feeling 
on that which he made. And whatever may be the 
compensations which we discover in the efficiencies 
of modern production and in the marvels of new 
techniques and new enterprise, the stubborn fact re- 
mains that a screen of iron has come between our 
buildings and the minds of those who build them. 

The menace of this defeat to our inherited culture 
is the theme of the greatest spirits of our day— 
among these the noblest of our philosophers of ar- 
chitecture. Everyone will remember the courageous 
words of Wright in the famous lecture he gave at 
Prineeton: we must use the machine, he told us, as 
an instrument of our creative purpose. To that end 
the architect must make his influence felt.amid the 
crushing mechanisms of industry. Wright would be 
one of three to hang a bell on the neck of that mon- 
strous cat. Gropius thought, on the contrary, that 
the artist ought to come to terms with the machine— 
since he could not hope to be its master. If the archi- 
tect accepts willingly the boundaries set by the ma- 
chine he may hope to share its energies and its sig- 
nificances. Le Corbusier thought that the machine 
itself might be beautiful. He had never looked un- 
der the hood of his motor car. 

These are the words of brave and understanding 
men. But they have not stifled the anguished cry of 
William Morris. 

I sometimes think that the future status of the 
architect is foretold by the appearance in our great 
industries of the master-designer—the designer who 
is eoncerned with the making of patterns from 
which a million duplicates are made. In our vast 
faetories the creative processes of art are concen- 
trated in the laboratories and drafting rooms of a 
style department; the rest is routine; and any evi- 
denee of the worker's part in the making of stand- 
ardized manufactures is a flaw in the inexorable 
processes of mass production. But is the master-de- 


signer then free? Has he truly any range of personal 
achievement and choice? Alas, the master-designer. 
The mechanizations of duplication will not permit 
any such extravagance. The masier-designer must 
think ever of the mechanical limitations of the 
manufacturing process, of convenience and economy 
as esthetic principles, of publicity values and the 
taste of next year's buyers, of the psychological ef- 
fects of line and color, and the reports of the scouts 
who bring him the secret plans of competitors. De- 
sign in such an atmosphere can scarcely be expected 
to rise above the level of contrivance and ingenu- 
ity. 

Are these conditions essentially different from 
those which surround many thousands of our archi- 
tects? I sometimes think that somewhere in our land 
and hidden from public view— perhaps in one of the 
more occult laboratories of the General Motors Com- 
pany—there exists, as there exists in that great 
corporation, a pattern-maker-supreme who is design- 
ing all the buildings of America. There is some- 
where a master-architect who, like the general of a 
modern army, commands from his desk the march 
and countermarch of architectural ideas, arms these 
with the inevitabilities of his judgments, leads them 
against the historical styles (long since driven from 
the field) and is always victorious. An authority on 
tomorrow's preferences, a Babson in the market of 
architectures, a sovereign stylist in skyscrapers, 
schoolhouses and split-level ranches, the master-ar- 
chitect guarantees to all practitioners the comfort- 
able, profitable routines of conformity. 

Who is this master-architect? Is he not indeed 
first cousin to the master-designer? How shall we 
distinguish him either in method or purpose from 
that genius who determines the appearances of au- 
tomobiles and carpet sweepers? Has he any more 
than they opportunities for individual choice and 
preferences? Alas, the master-architect. Around him, 
as around the master-designer, stand the iron ex- 
igencies of the industrial tyrant. 

An architect is a craftsman and his fate is that 
of a craftsman. There was a time when an architect 
gave to his building a personal and loving care which 
differed only in degree from that which the carriage- 
maker gave to his coach and the wood-carver to his 
mantelpiece. He too touched every element of his 
construction with the humanizing colors of his in- 
tuitions and understandings. l can readily believe 
that there is in the work of Sullivan or Goodhue or 
Root no single stone that does not certify the char- 
acter of the designer—so firm and immediate was 
their control. But today I am often unable to tell 
the work of one designer from another—unless in- 
deed the work be that of Wright. The newest apart- 
ment houses rising in Rittenhouse Square are al- 
ready half-built on Telegraph Hill; the newest ho- 
tel, built by American enterprise in Antioch, is al- 
ready completed in Salt Lake City ; and no one would 
be surprised if the Socony Mobile Building should 
tomorrow make its sudden appearance above Mellon 
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Plaza in the architecture-tortured city of Pittsburgh. 
Neither the climate and traditions of cities, neither 
the dignity or meanness of architectural theme, nei- 
ther ambition, advertisement or success, is anywhere 
sufficient to erase the deadly impersonality of that 
silent, ubiquitous master-architect. 

Contemporary architects are not of course the 
first to repair in a sub-conscious unity to a novel 
style. England copied Wren in a spirit that was al- 
most adoration. In America Richardson so firmly 
established his ideal that all other architects imi- 
tated him without knowing that they were doing so. 
But these reverberations of personality set free, 
rather than enchained, the imagination. They fur- 
nished, each in its own way, mirrors of romance in 
Which architects could find reflections of themselves. 
How did it happen then that the example of Le Cor- 
busier, intended to be as liberating, should in the 
end prove to be so repressive—that this most idio- 
matic of architects should have been prophetic of 
the machine? 

Le Corbusier wanted to use the machine in the 
province of art—and in the end the machine made 
use of him. Those blocks of space which are—or 
were—the prime elements of his compositions could 
be so readily imitated, by the mechanized mind, into 
blocks of sterility; and his esthetic surfaces, delib- 
erately harmonized with a machine technology, 
could be turned out, as it happens, in mass produc- 
tion. An architect of a skyscraper may now order 
by telephone forty stories of ready-prepared ribbon 
window not to be distinguished from that of Le 
Corbusier or, if that be his whim, a square mile or so 
of patented plate glass curtain wall; or, to save him 
still further the ennui of invention, a city block of 
the American Bolt and Nut Company's stamped 
metal frame covering. And the vast promises of these 
effieiencies are already foreshadowed in the supply 
of standard ceilings, windows, partitions, and the 
doorways “from which you have only to remove the 
wrappings.” From these it is only a step into that 
strange convenient world of standard schoolhouses, 
hospital wards, banking rooms and the framings and 
furnitures of Christian sanctuaries. 

A tact in selection, however exquisite, is not quite 
the same as a progression of design. This will be true 
even when a building is original in its initial concep- 
tion. Individuality cannot stop with the statement 
of an idea. Individuality, when it informs a build- 
ing, must inform every inch of it. A character unique 
to personal thought and sentiment must be carried 
through so that it reappears not only in all parts of 
the structural pattern but in the details of decor and 
enclosure, of furniture, apparatus and textiles—and 
it must be extended, whenever that is possible, into 
terraces and gardens. It is intolerable that tables 
and chairs bought in a department store should find 
places in a house built by Wright; and I suppose that 
the wall-paper designed by Wright would in the 
same way (well, not quite in the same way) defeat 
the not-less-exacting spirit of Mies van der Rohe. 


But there are few architects who can command their 
work to such utterances of harmony. We are en- 
closed by the will of that master-architect. 

Of course I know that there are many and deep 
satisfactions in the making of a building which often 
compensate an architect, in part at least, for the 
prison walls that surround his personality. Even the 
range and profusion of standards affords the archi- 
tect, in certain areas of design, some margins of ex- 
pression—and so does the art of organizing these 
together with the marvelous new freedoms of engi- 
neering. Planning and contrivance addressed to a 
practical end are nevertheless delightful exercises of 
the mind and so also are the executive functions of 
organization and management. 

Benjamin Latrobe must have felt an inexpressible 
contentment when the water-engine which he had 
built for Philadelphia began its first successful 
rhythms. With infinite resourcefulness and in the 
face of great difficulties—and for the first time in 
America—he had brought running water into the 
houses of a great city. And yet that was not the same 
contentment that he felt as he stood within the 
stately hall which he had built in the Capitol at 
Washington and knew that he had framed the de- 
bates of a nation in a beauty unique to his secret 
heart. 

Architecture brings to her servants a gift in each 
of her hands. We should know which gift is spirit- 
ual. 

I wish now to speak of a second factor which, like 
our machines and our standardizations, channels 
and sometimes inhibits, that individuality through 
which our epoch makes itself known in architecture. 
I refer to that necessary unpredictable factor: the 
architect’s client. 

In this unnatural world a painter, a musician, a 
poet, a sculptor may practice his personal art alone 
and, if it so pleases him, in a garret; but not the 
architect. The architect must have a client—and of 
course I mean a client who values and respects ar- 
chitecture and respects it not merely as a practical 
art of shelter but as an art of expression. There are 
few great accomplishments in architecture in which 
that relationship did not obtain. 

We know with what insight and understanding the 
bishops of the Ile de France inspired the conception 
and progress of Gothic architecture. It is probable 
that they apprehended more immediately than their 
architects the power and significance of medieval 
art. Meurice de Sully, Bishop of Paris, is the true 
author of Notre Dame. At the beginning of his epis- 
copate a Romanesque cathedral, splendid and newly- 
built, stood on the Cité; he demolished this building 
—not to build more correctly for the offies of the 
Church—but to build a new cathedral in a style 
which he called modern. The new cathedral was 
built as he conceived it; the cost was defrayed from 
his own income. 

We know how the greatest of the Roman emper- 


ors, imitating the kings of the Hellenistic states— 
who in turn had imitated Pericles—gave themselves 
to the study of architecture. It was Augustus, not 
his architect, who left Rome of marble and Hadrian 
traced with his own compass the round plan of the 
Pantheon. And who shall say how much of Versailles 
is LeNótre and how much is Louis? Nor have there 
been laeking in our own country collaborators in ar- 
chitecture less devoted. What architect would not 
like to have as his patron that princely person who 
built at Asheville a chateau worthy of the Loire or 
that Medici-like banker whose private library is still 
one of the ornaments of Manhattan? There was once 
in Boston a librarian who cared more for the stately 
march of his facades than for the availability of his 
books; and in New York the Pennsylvania Railroad 
thought more of the majestie vaults of Caracalla 
than of the convenience of its passengers. 

Alas, there is today no such librarian, no such 
railroad. Our librarians have become a species of 
shop-keepers, our railroads a new type of mendicant. 
There are no princes left with money to spend, no 
bishops with a taste for architecture. Our architects 
must be content instead with the shadowy collabora- 
tion of corporations engaged in merchandizing, in- 
surance or banking; or with those corporate bodies 
which are agencies of government—employers rather 
than collaborators; or with those promoter-capital- 
ists whose designs for building and for real estate 
development, the children of salaried imaginations, 
must necessarily be conceived as functions of adven- 
ture and advertisement. 

Such clients make few contributions to the art of 
architecture. They are clients in quite a different 
sense than were the great aristocratic builders of the 
ancient days. Corporations collaborate, of course, in 
all that pertains to the practical business of build- 
ing. They understand organization, administration 
and engineering. Often they desire also that prestige 
of progress which is the cachet of modernism. Re- 
sponsive to publicity values they will sometimes al- 
low the architect—in the words of a great indus- 
trialist—to “assert himself on the esthetic side" and 
to build, even though their own preference is for the 
Wrigley Building, a skyscraper of glass. But this is 
not precisely the same kind of collaboration as that 
which united in a mutual endeavor William of Sens 
and the Archbishop of Canterbury. The collaboration 
of industry too often ends at the line where archi- 
tecture begins. 

Architects should not expect the understanding of 
a client whose horizons deny him even an awareness 
of expressive values in the visual arts. To insist upon 
these is to bring into question an architect’s compe- 
tence in the practical sciences of building. 

I hope that I shall not offend my friends in the 
profession of architecture if I add, by way of a pa- 
renthesis, that the corporations of our time, to whom 
architecture sometimes means little more than the 
dressing up of floor space with esthetic surfaces, also 
exercise a determinate influence on the design of 
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. we are in the midst of a building boom 
which is crowding our cities with tedious uniformities . . . 


buildings (quite reasonably, to be sure) through 
their power to select the architects best suited to 
their purpose. They are apt to prefer, as did the em- 
perors and the bishops, architects who are like 
themselves. Objective in their thought, the directors 
of corporations are impatient of subtleties ; conserva- 
tive in their conduct of affairs, they like conserva- 
tism in architecture; and because they are accus- 
tomed to routine, they approve the efficient routines 
of architectural offices commercially organized. They 
like architects who exhibit the common-sense vir- 
tues of engineers. Such preferences have given rise 
to a practitioner unique to our time: the corpora- 
tion-architect, the architect whose esthetic is pre- 
harmonized to that of big business. 

The corporation-architect has often a very shad- 
owy personality. He is sometimes himself a corpora- 
tion—or something very like one. I know at least one 
architect who has, among his two hundred employes, 
a dozen or more who, segregated in a “style depart- 
ment" not unlike that of General Motors, develop 
their designs in a collaborative manner. I can imag- 
ine no method more subtly corrosive of individual- 
ity. The art in architecture, however elaborate may 
be the processes of getting things done, must be in- 
dividual in origin and control. The idea and feeling 
from which stem the life of a design are dissolved 
by eonference and compromise. Seven experts may 
together lay out a plumbing system; but the thought 
of seven sculptors at work on a Venus fills me with 
uneasy forebodings. 

I have spoken of corporations as if they were re- 
alities. They are, as everyone knows, phantoms; and 
their stockholders are also, except on one day of 
each year, airy nothings. That which exists is the 
complex of factories, shops, warehouses, oil wells 
and railroads which together form the materials of 
enterprise. There are also, happily, the officers and 
directors who manage these things. The officers and 
directors, being men, often show traits that are re- 
markably human: among these traits an impulse 
towards that humanization of buildings which we 
call architecture. I think that there is such a direc- 
tor on the board of the General Motors Company— 
how else shall we account for the controlled and 
stately beauty of the new Technical Center near De- 
troit? (I do not of course know how much of this is 
Saarinen and how much is General Motors.) And I 
suspect that there is on the board of the Seagram 
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Company an angelic personage from whose influence 
there sprang that new office building on Park Ave- 
nue. 

Shall we assume, knowing these instances, that 
our great corporations may presently play in archi- 
tecture that role once played by the bishops of 
France? Shall we put our trust in princes? 

БЫ E БЫ E ЕУ * 

We are in the midst of a building boom which is 
crowding our great cities with the tedious uniformi- 
ties of a technological architecture; and this is 
hailed as a triumph of the Modern Movement. 

But the Modern Movement was, first and last, an 
instrument of liberation. It had many dogmas but 
these did not enchain its architects or destroy the 
general faith in individual life and character as the 
prime sources of architectural excellence. In that re- 
spect modern architecture continues the Renais- 
sance, which delighted in heroes, not all of them on 
horseback, and lifted the architect to his golden 
throne beside painter and poet. We could not imag- 
ine modern architecture without the eager and reso- 
lute mind of Le Corbusier (and was there ever a 
masterpiece of a more personal order than his recent 
work at Ronchamp?) and the most sacred rituals of 
modernism took place before the pedestal of Wright. 
The art of Mies van der Rohe, who “rejected all doc- 
trine and esthetic speculation” is nevertheless so in- 
timate to his personality that I shall dare, consider- 
ing its direction and consistency across the years, to 
call it, as I might call the art of Cezanne, impas- 
sioned. And I could characterize in the same terms 
the art of Gropius. 

With these considerations in mind shall we say 
that the Modern Movement has triumphed? It could 
triumph, then, in standardizations and banalities? 

When architecture becomes an anonymous art, like 
engineering, the Modern Movement will have come 
to an end. Architecture becomes anonymous when- 
ever the exploitation of its technologies takes prece- 
dence over form and content. There are many vir- 
tues in the steel frame of a skyscraper uncompro- 
mised by memory or delight—even after the pattern 
has been repeated a thousand times and veiled in 
the tiresome cloaks of machine fabrication. There is 
power in that rigorous logic, that forthright hon- 
esty of purpose, that strange affinity with a religion 
of duty. Here is an emblem of man’s supremacy over 
nature. And there are (and there ought to be) ar- 
chitects who find many satisfactions in a Spartan 
elegance attained through a severe restriction of 
means. Nuns fret not at their narrow convent walls. 

Nevertheless, our age is not a technological age. 
Beneath these surface phenomena lie the great 
rhythms of freedom and justice, of progress and hu- 
manity, of eagerness and delight. These, too, are in- 
tegral to that spirit which is the arbiter of architec- 
ture and which takes as its prime instrument the 
understandings and intuitions of its architects. 

If we believe this—and I do believe it—we need 
not despair of architecture. 


pite 


Roger Sturtevant photos 


ELEGANCE AND A VIEW 


Ondine Restaurant and Lounge 
Sausalito, California 


Campbell and Wong, Architects 
William B. Gilbert, Structural Engineer 
Daniel Yanow, Mechanical Engineer 
Ben Lezin, Electrical Engineer 
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Ondine Restaurant 


It requires only a little observation of 
this restaurant to note the skill with 
which space relationships have been 
manipulated. They range from the 
intimate, limited-range view from 
the bar and cocktail lounge to the 
almost limitless vistas revealed from 
the dining area. Throughout all of 
the spaces, the water’s-edge feeling 
has been carefully and meticulously 
maintained. Working with the archi- 
tects were interior designer Peter 
Rocchia, of Maurice Sands, and the 
graphic designers, Smith and Tepper. 

Ondine (named for a water sprite) 
seats approximately 140 guests—90 
in the restaurant proper, the remain- 
der in the bar and the two levels of 
the lounge. 


au A 


While some exterior repairs and al- 
terations were accomplished, the 
major portion of the work consisted 
of remodeling the existing second- 
floor ballroom for the present uses. 
Interior partitions are gypsum 
board. Floors are plywood covered 
with carpet, except entrance foyer 
which is ceramic tile. Stained wood 
grilles have been used to cover the 
plaster board ceilings. Entrance 
doors are wood with plate glass 
lights and are 14 ft high. Flush 
doors are employed for interior 
openings. Fixed plate glass win- 
dows are used for the completely 
heated and air conditioned building 
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Ondine Restaurant 


Colors and textures are rich, but sub- 
dued:' gold wool carpets, pale-blue 
handmade Japanese paper with silver 
leaf and gold appliqué for the walls, 
blue-stained mahogany bar and space 
dividers, antique-white or charcoal 
plastic-covered lounge chairs and bar 
stools, burnt-orange and gold or blue 
and gold striped sofas, walnut chairs 
with natural cane backs 


The shell-motif stained glass panel be- 
hind the bar is suspended in front of 
a white plaster wall. Executed by Don 
Smith, of Smith-Tepper Associates, it 
symbolizes the intent of the architects 
to equate the waterside location and 
view with fine food served in simple, 
elegant surroundings 


SMALL MEDICAL CLINIC 
ON A SLOPING SITE 


for Dr. Robert E. Reagan, 
Benton Harbor, Michigan 


George Fred Keck-William Keck, Architects 
Pearson Construction Co., Inc., Contractor 


Hedrich-Blessing photos by Hube Henry 
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Small Medical Clinic 


Reduced to its simplest elements, the 
program for the building required 
provision for the practice of the own- 
er (a physician-surgeon), his assist- 
ant, and rental space for a cardiolo- 
gist and an otolaryngologist, with off- 
street parking for the staff and pa- 
tients. For maximum economy, the 
form of the building is a simple rec- 
tangle. 

Structure is fireproofed steel frame 
with precast concrete floor and roof 
decks. Concrete block (8 in.) bearing 
walls are used on the ends of the 
building. 

Interior partitions are exposed 
concrete block (4 in.). Floors and 
ceilings are concrete. Carpet is used 
in the waiting rooms and offices. 
Waiting rooms have acoustical tile 
ceilings applied directly on the con- 
crete. Central heating and air condi- 
tioning is used. Electrical conduit is 
located in the wood door jambs (extra 
wide for this purpose). 


Alexandre Georges photos 


CO-OP MEDICAL BUILDING FOR EIGHT PRACTICES 


The 1661 Building 
Jacksonville, Florida 


Hardwick and Lee, Architects 

Gomer E. Kraus, Structural Engineer 

Van Wagenen, Taylor, and Van Wagenen, 
Mechanical and Electrical Engineers 

The Auchter Company, Contractors 
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Co-op Medical Building 


This building is owned jointly by 16 
doctors in eight separate practices. A 


‘one-story scheme to house these prac- 


tices—yet avoid the appearance of a 
group practice—was the major re- 
quirement of the owners. The irregu- 
larly-shaped site was also a limiting 
factor of some importance. Regard- 
ing the design principles followed, the 
architects say, “conferences were 
conducted with each practice as if it 
were a separate client. When all 
schemes had been developed, their 
integration into an intelligent whole 
began. We believe this was prefer- 
able to the adoption of an arbitrary 
structual system of module and then 
developing suite schemes.” 

The structural frame is reinforced 
concrete. A portion of the space un- 
der the folded-plate concrete canopy 
is glazed to form a protected corridor. 
Exterior walls are structural tile 
with inserts of Italian glass. 


HOUSING THE AGED IN SWEDEN 


Some Examples from the Office of Boustedt and Heineman 


As in the United States, the number of old people 
in Sweden has been expanding at a great rate. As 
here, too, a great deal of time and effort has been 
spent in trying to meet the problems which this pop- 
ulation increase presents. If Sweden seems to have 
made a bit more progress than the U.S. along these 
lines, it is perhaps because she had a head start— 
she recognized the problem early, and has attempted 
to solve it concurrently with her solving of other 
social problems. 

Independence is a sort of watch word in Sweden’s 
approach to the situation. In pursuit of this end, the 
Swedes put great emphasis on home care. Pension- 
ers live in their own homes or in flats until the time 
arrives when they can no longer care for themselves 
or their quarters, or until the care they require is a 
24-hour job. With a total population of about 7 mil- 


lion, the country has more than 10,000 workers in 
this home help effort, 3400 of them paid by the state, 
another 6000 by other agencies. These workers have 
all had special training in courses lasting anywhere 
from three to 15 months. 

The second part of the Swedish three-part system 
of care for the aged is comprised of the more or less 
institutional homes for the aged. Institutional, in 
this case, refers more to the organization required 
than to the attitude taken. In order to reduce the 
claustrophobia sometimes induced by institutional- 
ism in nursing homes, most of these homes are small, 
the optimum figure being 30 or 40 places; this is a 
reasonable figure in view of the fact that most of 
these homes are in small communities (they are sup- 
ported by the individual communities, too, with some 
assistance from the national government). The 
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Housing the Aged in Sweden 


smallest homes have 18-20 places; it is uneconomi- 
cal, it has been found, to operate anything smaller. 
Only in the larger towns do the homes become large 
enough to accommodate 80-150. 

In terms of location, the effort to maintain the 
old person’s sense of independence means building 
the homes at the center of the community. The 
Swedish feel that it is inhuman to deport the aged 
to the cities for attention. At best, the projects are 
placed near the shopping centers. Here those pen- 
sioners who are able to get about alone can mingle 
with their fellow citizens, and all can expect short 
and frequent visits from old friends and relatives. 
At the very least, the view from the windows is far 
more lively than an outlook over open country-side. 

Architecturally, informality and a residential 
character are the primary goals. Bo Boustedt, a mem- 
ber of the firm designing the projects shown here, 
makes several basic suggestions for achieving 
this goal. Among them: the internal division of the 
home into units of no more than 16 beds, 12, on the 
whole, being preferable; the playing down of the 
main entrance—a large and formal entrance, he 
feels, immediately and obviously proclaims “‘insti- 
tution” even from a distance—and where possible 
each unit should have its own entrance; a common 
dining room in small homes is normal, but even in 
middle-sized homes small dining rooms are now 
being placed within each unit, all served, of course, 
from a central kitchen; the elimination of long cor- 
ridors, than which nothing seems more institutional 
—Mr. Boustedt feels that corridors should be short, 
well-lighted, and should have visual contact with 
furnished spaces. 

A feeling of privacy and independence among the 
residents is encouraged by the almost exclusive use 


SINGLE ROOMS SINGLE ROOMS 


А 4 
SINGLE 


DOUBLE 


APARTMENT FOR TWO 


DOUBLE ROOM 


of single rooms; married pensioners are expected to 
live in flats, where, with home help, they can prob- 
ably manage to help each other. Since the war, very 
few double rooms have been included in new homes. 
In each unit, there is a “coffee kitchen," with stor- 
age for coffee, sugar, bread, where pensioners can 
prepare mid-meal snacks. 

Furniture and finishing are both selected to en- 
hance the residential character. The homes general- 
ly provide any furniture required, but do permit, 
and encourage, pensioners to bring their own; the 
beds are always provided. Most furniture is modern; 
since even modern furniture in Sweden is crafted, 
and since craft is a long-standing tradition, the ac- 
ceptance of modern furnishings may be easier for 
an aged Swede than for his American counterpart. 
In finishes, great attention is paid to color—bright 
—and textures— wood and wallpaper are usual. 
From the American viewpoint, this use of soft ma- 
terials presents serious problems of maintenance 
and sanitation, but it undeniably adds to the psy- 
chological wearability of the environment. 

To Americans, who have pretty well committed 
themselves to the premise that medical attention is 
a must in any organized effort to care for the aging, 
these homes are sadly lacking in medical facilities. 
Ideally, they are not intended to serve any medical 
requirements beyond the physical assistance needed 
by the feeble or which cannot be handled by regular 
visits of the doctor. More extensive care should be 
rendered by either general or long-term treatment 
hospitals. As it has worked out, however, Sweden's 
great shortage of hospital beds has demanded that 
the homes give more medical help than expected, 
a burden which, it is hoped will disappear as the 
country makes headway in hospital construction. 
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INFIRMARY ROOMS 


Prototype room plans are typical of solutions from Boustedt and Heineman’s offices 


180 ARCHITECTURAL RECORD October 1958 


Bo Boustedt and H. E. Heineman 
Architects 


The interiors on these pages were chosen by the architects 
“to show a modern Swedish furnishing style with a deep con- 
nection with tradition.” They add that furniture is selected 
both for its appearance and its practicality, and that ma- 
terials, curtains and carpets are carefully selected and match- 
ed with wallpapers and wall colors. These examples are from 
the Gislaved home (previous page, two center photos at right) 
and from Munkedal (at right, top and bottom) 
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Entrance court has staff wing at left, pensioners’ rooms in center building and wing at right; ground floor below right wing 


Munkedal Home for 


У, i». 
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Amenities include aquarium set in wall, seulptured handle over fireplace to regulate draft. New and old furnishings are used 
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Housing the Aged in Sweden 


This home serves a village of 4800. 
Because the ground falls off sharp- 
ly at one side of the site, an un- 
conventional three-story plan was 
used (a small ground floor under 
one of the wings contains two hob- 
by rooms and an assembly room). 
Pensioners’ rooms are located on 
two floors of the central building 
(the second floor is shown in plan 
at the right) and over the ground 
floor in an adjoining wing. Staff 
facilities and quarters—a two- 
room fiat for the matron, four as- 
sistants’ rooms, a guest room, and 
a common living room with a small 
kitchen for coffee and snacks—are 
located in another two-story wing; 
they are connected by a glazed 
passage to the main building. A 
storeroom for out-of-season cloth- 
ing, luggage and furniture is also 
on the ground floor, with easy ac- 
cess to the elevator. 


below with view out, storage space under hill, sleeping rooms above 
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SECOND FLOOR 


The second floor of Munkedal, a typical solution, is an almost 
self-contained unit; kitchen is not for meals, but a “coffee 
kitchen” where residents can prepare their own snacks 


Furnished stair hall provides sitting room with view over entrance court. 
Bright rugs are cheerful, are secured by furniture for safety 
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View across central courtyard. Doorways, here and elsewhere, are designed with little or no step-up for ease of entrance 


Vifolka Home for the Aged 
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This is a 42-bed home in a town 
of 4500. A one-story building, it is 
built around a sheltered square to 
“prolong and stimulate the out- 
door life." Two of the corridors are 
single-loaded, with glass walls; a 
furnished bay-window along one 
of them also serves to relieve the 
usual monotony of long corridors. 
Only a few of the rooms have win- 
dows overlooking the center court; 
the larger proportion of rooms and 
of sitting space looks outward. As 
in most homes, the staff does not 
live in, but the staff dining room, 
along with service rooms which 
only the staff enters, is located in 
a wing off the main building. A 
separate entrance is provided for 
one of the hobby rooms for the 
convenience of the non-resident 
aged in the village who use these 
facilities in the daytime. 


Housing the Aged in Sweden 


2 S шс чыра aa A AA Sete ARIA eem war 
Corridor, widened and furnished, becomes a living room with good views 
inside and out; device is conducive to friendly conversations 


Another living-room-within-a-corridor, also overlooking the pool and sculp- 
ture in the central courtyard 
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Housing the Aged in Sweden 


Frandefors 
Home for 


the Aged 


o 57... HOBBY. OFF , ROOMS . Frindefors home, with 36 beds, 

di | serves a village of 3100. Here, а 

small sitting room has a glass wall 

qj to give the corridor more light as 

ШЧ р well as to extend space visually in 

ds | ш. d both directions. The sleeping 

= z A ^ [XE rooms, as in all homes designed by 

AHA lH HI | "Eee des the firm, are made as individual as 

| Г possible by varying color, shape 

and furniture. Frändefors pro- 

vides no separate assembly room, 

but a folding wall between living 

and dining rooms can be opened 

if a larger room is needed. The 

b sick bay is somewhat larger than 
| usual. 
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Three Caribbean Houses: 1—Havana, Cuba 
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Richard J. Neutra, Architect. Mr. and 
Mrs. Alfred De Schulthess, Owners. Col- 
laborators: Benno Fischer, Serge Koschin, 
John Blanton. Raul Alvarez, Supervising 
Architect. Roberto Burle Marx, Land- 


scape Architect 


This large house in the Country Club section 
of Havana provides unusually complete fa- 
cilities for expansive living and entertaining. 
The property includes three acres; the house 
was sited to take full advantage of the pre- 
vailing northeast breeze, sloping ground to 
the northwest with a view of the ocean, and 
good exposure. A long, narrow scheme was 
developed to provide these factors to all 
major rooms in the house, which open to the 
north. The entrance drive, parking area, and 
service wing are to the south of the building, 
fully separated from the gardens and recre- 
ation areas. A louvered wall is to be built 
along the east side of the house to add further 
protection from the street. The structure is 
built of reinforced concrete on a modular 
system, with filler walls of stone and wood. 
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Schulthess House, Cuba 


The house is placed on the highest point of 
the site, and the landscaping plan provides 
numerous wandering paths and reflecting 
pools from which the house can be seen at 
different angles. The second floor has six 
bedrooms ranged along a balcony which ex- 
tends the full length of the building. A guest 
suite, with its own patio, is on the first floor. 

The entrance of the house (left) is 
marked by a dramatic, partially covered 
‘pergola; a large motor court is provided 
for guest parking. Structural materials are 
fully exposed in the interiors, as can be 
noted in the photo of the major living area 
(below left). The smoothly finished concrete 
beams contrast sharply with the brush ham- 
mered concrete slab supporting the second 
story. Windows edge all ceilings to promote 
better air circulation 
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Alexander Georges photos 


Three Caribbean Houses: 2—Santurce, Puerto Rico 


Toro & Ferrer, Architects. Mr. and Mrs. 
Cesar A. Calderon, Owners. J ose Alegria, 
a een a as Interior Designer 


| 
| A series of courts, gardens and patios have 
been devised to help adapt this house to the 
| island climate and informal, outdoor life. The 
| house is zoned into three major sections— ` 
a sleeping, living, and service. The bedroom 
5 wing, however, is almost a complete house 
in itself, with two “living areas," a playroom, 


a n ҮН. ЧН | апа а complete kitchenette. This arrange- 
l| І m EHS me ment could provide for simultaneous use by 
E namo several age groups, or permit the rest of the 


inn m E [o || El ДШ house to be closed off on occasion. 


The service wing faces the street, and also 
provides sitting, dining, and patio areas for 

Moly family or servants. 
| The central part of the house is devoted to 
spacious indoor and outdoor areas for loung- 
ing and entertaining. Open, covered galleries 
EP uel LL. [LEE lead across the area to connect service and 
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ою bedroom wings. 
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Calderon House, Puerto Rico 


The east patio of the house includes an open, 
circular pavilion housing a bar and snack 
counter (top). The sitting area in the center 
of the bedroom wing opens both on this patio 
and.on a lushly planted interior court (top 
center). The large, formal living room has 
. strip windows at floor and ceiling. These 
open on similar courts at each end (bottom 
center). The service wing (bottom left) is 
as well finished and open as the rest of the 
house. The dining area can be opened to the 
kitchen, or closed as desired, and serves for 
informal family meals or the servants. The 
post and beam house has walls of wood, 
plaster or stone; floors are terrazzo or plas- 
tic tile, with carpeting in major rooms; ceil- 
ings are plaster throughout 


LIVING- DINING 


UPPER FLOOR PLAN 


Three Caribbean Houses: 3—Santurce, Puerto Rico 


Toro & Ferrer, Architects. Mr. and Mrs. 
Jose L. Perez, Owners. Jose Alegria, In- 
terior Designer 


In contrast to the preceding one-story court- 
yard scheme, this house is adapted to the 
climate by using the traditional “raised cot- 
tage" idea. All major rooms are on the sec- 
ond level, closed-in by movable jalousies. The 
lower level contains a game room and work- 
shop, and open recreation terraces and a 
carport. The latter are separated by the stair 
hall, a powder room and a small bar. A 
decorative ceramic grille screens the stair 
well. The structure is supported by steel 
columns and native stone end walls. The 
stone is left exposed on the interiors. | 

Jalousies are also used on the interiors to 
separate service areas from corridors, and 
give privacy with the needed ventilation. At 
the front of the house, sliding glass doors 
replace the louver units to open the living 
room to an adjoining balcony. 
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Alexander Georges photos 
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Perez House, Puerto Rico 


The facade of the house (top) has a canti- 
levered, outside entrance stair. This is 
screened by a wire mesh held taut by turn- 
buckles; this will form a trellis for flowering 
vines. The gardens are defined by serpentine, 
rough-finished-concrete walls. The corridor 
leading from bedrooms to the living area 
(top center) is fitted as a small study area. 
The louvers open into laundry and kitchen. 
The native stone walls form the major deco- 
rative note in living areas, master bedroom 
and its dressing area (bottom center). The 
kitchen is well fitted with built-in equipment, 
and includes an informal dining area (bot- 
tom left). Floors are terrazzo throughout: 
walls are stone, plaster or wood; ceilings are 
plaster 
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Bake Shop—Wall Painting from Pompeii 


AND THE MARKET PLACE 


MORRIS KETCHUM, JR. 
of Ketchum and Sharp, Architects 


The sole function of a shop is to sell. Every shop or 
store is therefore a basically simple planning prob- 
lem. It consists in a sales area where goods are 
displayed and sold (1), a service area for handling 
incoming and outgoing merchandise, and a store 
front used to advertise the business within. 

These three elements must be planned to suit the 
sales and operating methods of the retailer, the buy- 
ing habits of his customers, and the shopping en- 
vironment in which the shop is placed. 

Store planning has followed this formula since 
the dawn of history. 

The heart of any retail establishment is the space 
where merchant and customer meet over the sales 
counter. A sales area that is well organized for 
over-the-counter operations can be compared to an 
indoor shopping street. Its various merchandise de- 
partments should be arranged on the customer traf- 
fic aisles like shops along an outdoor thoroughfare 
(2). These departments are best located in a hori- 
zontal or vertical (3) sequence, starting at the 
entrance door, of impulse, convenience and demand 
goods. 

The merchandise on sale in a shop or store will 
be largely demand in character with a generous 
assortment of impulse and convenience items added 
to complete the picture. The economic success of 
any shop depends on how well it stimulates im- 
pulse buying. The purchase of household furniture 
is a demand transaction; the purchase of living 
room bric-a-brac an impulse sale that may make 
the difference between a day’s profit or loss. 

The store planner’s first job is to locate and in- 
terrelate all types of merchandise for maximum 
impulse buying and to take full advantage of 
every square foot of sales area for selling functions. 
After that, he must tie the selling space to its own 
non-selling areas, to the store front and to the out- 
door shopping environment. 


Ever since peddlers settled down to fixed locations 
in some market place and started to deal with side- 
walk traffic, shopping environment has played a 
vital part in the design of shops and stores. From 
then on, store fronts have been built to provide, in 
varied ways, on-the-spot contact between the cus- 
tomers out front and the merchant inside. Their 
design has expressed the different ways of living, 
trading and building in successive civilizations, but 
the basic solution has always been the same. The 
shops of ancient Rome, of medieval Europe, or of 
Colonial days are strikingly similar to those today in 
all except technical detail. 

The market place changes more often than its 
shops and stores. 

City and suburban market places were first or- 
ganized for foot traffic only (4). Over-the-sidewalk 
displays and advertising, store fronts and signs, 
were in direct contact with the shopping crowd. 
Then horse drawn, and finally, motor driven traffic, 
broke into the picture and destroyed ideal contact 
between merchant and consumer. The market place 
became hazardous environment for customers and à 
less profitable one for merchants. It became more 
and more difficult to do business in a traffic jam. 

During the nineteenth century and the first half 
of the twentieth, our shopping districts lost all re- 
semblance to older and quieter market places (5). 
Except within the special indoor environment pro- 
vided by our giant department stores, shopping be- 
came a dangerous obstacle race. Downtown shop- 
ping conditions were essentially the same in our 
towns, cities and suburbs from coast to coast (6). 
The street pattern inherited from horse and buggy 
days had become overcrowded and unsafe. Private 
automobiles had no place to park, busses collected 
and left their passengers at random street corners, 
trucks had only curbside unloading terminals. 
Noise, confusion and congestion made life irritating 
for both shopper and motorist. 
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Shops and the Market Place 
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In spite of all this, downtown shop fronts are still 
designed for pedestrians because no one can park 
and shop from an automobile window. They attempt 
to catch the distant eye with overhead signs that 
can be seen across the street above the intervening 
stream of motor traffic (7). These shops fronts are 
sometimes visually closed and directly on the build- 
ing line, especially for service establishments with 
no goods to display (8). More often, the trend is 
towards a front that is set back from the building 
line in order to enlarge the sidewalk and to create 
display in depth (9). With more elbow room and 
quieter conditions, window shoppers can spend more 
time inspecting show windows and the interior sales 
floor. Fully glazed store fronts and entrance doors 
(10) help to eliminate any visual barriers between 
the moving crowd on the sidewalk and sales area 
inside. Today’s shop fronts are cleverly designed 
picture frames for merchandising stage sets (11). 


Shops and the Market Place 
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Shops and the Market Place 


Even the best shops and stores cannot win against 
the wrong shopping environment. During the last 
ten years, the danger point has been reached—in 
New York alone, eight major department stores 
closed their doors forever. Merchants and their 
architects have tried to regain traffic-free outdoor 
space for shoppers and to provide off-street parking 
and trucking in one form or another, all in an effort 
to meet suburban competition. Pedestrian plazas 
set within building sites (12-13-14) have partially 
enlarged the city’s sidewalks, freed buildings from 
their neighbors and increased the amenities of 
downtown life. Today, there is a great surge of ur- 
ban redevelopment projects. In city after city— 
Pittsburgh, Boston, Chicago, New York, Denver— 
attempts are being made to redevelop and reestab- 
lish the central shopping district. 
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Partial redevelopment is not enough—entire down- 
town areas must be remodeled if the growth of de- 
centralized shopping is to be balanced by an upturn 
in urban shopping volume. Down in Texas, where 
people like to think and act on a big scale, Fort 
Worth has put the redemption of its central business 
district ahead of any other civic improvement. It is 
determined to cope with the blight, congestion, and 
shopping paralysis that threaten its existence. 

Fort Worth has a compact city core of more than 
300 acres bounded by a river and railroad lines (15). 
This core will be encircled with a belt highway. On 
the inner side of this belt highway a series of giant 
parking garages will be located. Incoming and out- 
going motorists will never penetrate the heart of the 
eity. City busses will take the belt highway around 
the business district. Below street level, truck de- 
liveries will be made from the belt highway by 
means of a tunnel loop servicing every city block. 
Beyond the central core, the new belt highway will 
be fed by existing arterial highways. Motor traffic 
will be organized, tamed and given proper terminals. 


The mile square heart of Fort Worth then becomes 
a pedestrian paradise (16). Each street will be a 
sidewalk. Planting islands, covered walkways, ki- 
osks, little shops, frequent areas for rest and recrea- 
tion, trees and fountains, turn the whole business 
district into a public park. For the weary, laden, 
infirm and lazy, there will be small electric busses, 
similar to those used at world’s fairs, to carry them 
from shop to shop, or from office to lunch, or the 
theatre. 

The Fort Worth plan has its economic advantages 
as well. City maintenance costs will be reduced, 
city land will be regained and sold to private de- 
velopers, business and shopping will prosper and 
yield more municipal taxes. The entire project should 
be self-liquidating. 

The importance of the Fort Worth plan is that it 
points the way towards the regeneration of down- 
town urban areas from coast to coast. No plan of 
this type can be realized overnight, but each stage 
of progressive rebuilding will help to revitalize a cen- 
tral shopping district. 
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Department stores have always had—indoors—the 
controlled shopping environment that our urban 
centers are striving to regain. These retailing giants 
are equivalent in scope and size to a multitude of 
specialty shops all located under one roof and under 
one management. As such, they can be in themselves 
an indoor shopping center. 

A quarter century ago, most department stores 
looked like warehouses. Their gridiron traffic aisles 
resembled the gridiron streets of the outdoor city. 
Their customers became footsore and bewildered by 
monotonous acres of merchandise. Today, some de- 
partment stores may still look like warehouses but 
most of them have been reorganized as indoor shop- 
ping centers where every sales department is de- 
signed as a separate shop, and carefully located in 
good relationship to its neighbors and to freely 
planned traffic aisles. Sales departments compete 
with sales departments in style and price, so that 
customers may enjoy all the benefits of comparative 
shopping just as they do along some outdoor Main 
Street. The shopping environment—lighting and 
climate, displays and sales backgrounds, atmosphere 
and character—is a tightly controlled indoor version 
of an outdoor shopping center. 

Department stores are also beginning to solve for 
themselves the traffic and parking problems of a 
downtown shopping environment. 

In the Court House Square Development set in the 
heart of Denver, Colorado, two city blocks have been 
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rebuilt as an integrated urban development consist- 
ing of the May D & F department store, a 900-room 
hotel, a lower level shopping center, and an under- 
ground parking garage (17). The department store 
is linked with the main shopping street by a unique 
entrance pavilion which is, in itself, a giant show- 
case containing women’s accessories shops. A cov- 
ered bridge links the fashion floor of the depart- 
ment store and the hotel restaurant at second floor 
level. Customers are brought up by elevator from 
the garage below. The lower level shopping center is 
in direct contact with the basement store of the de- 
partment store. Finally, the winter time skating 
rink becomes an outdoor promotion area for the de- 
partment store in the summer months. The entire 
development thus has all the advantages and all the 
glamour of a suburban shopping center, yet is located 
in the heart of downtown Denver. 

A perfume shop and gourmet food shop shed their 
store fronts and take their place on customer aisles 
within urban department stores. The perfume shop 
(18) is small in size and lightly organized. Its mer- 
chandise is stocked by brand name in separate sales 
fixtures; its background wall identifies the shop 
and conceals a reserve stock area. The gourmet shop 
(19) is identified by an illuminated mural wall of 
translucent glass. Its goods are stocked and dis- 
played on metal-framed floor fixtures and wall shelv- 
ing. The alcove location helps to establish its shop- 
like atmosphere. 


These two sales divisions within department stores 
have all the intimate atmosphere of specialty shops. 
Special ceilings (20) or display walls (21) mark 
their boundaries. Lighting, color schemes, materials, 
textures, character, are powerfully organized to at- 
tract customers wandering down the indoor shop- 
ping street. Departments of this kind must compete 
against other sales divisions featuring similar mer- 
chandise differently priced or styled. Both depart- 
ments are in suburban Baltimore stores, both cater 
to women, both are well organized. 

One of the current trends in shop design is an in- 
creasing emphasis on decorative character, ex- 
pressed in murals, lighting fixtures, signs, furniture 
and displays. This children’s shoe shop in a branch 
department store (22) sums up the casual informal- 
ity so often associated with suburban shopping. 

Department store buildings, too, reflect the char- 
acter of this shopping environment. As compared 
with downtown stores, informality and local char- 
acter are the architectural keynotes, used to express 
a casual country atmosphere without any loss of in- 
stitutional prestige. Shown is a sketch of such a 
branch department store (23) organized on three 
shopping levels and set on a sloping site that permits 
entrances at two of these three levels. Its largely 
windowless exterior is saved from monotony by a 
pattern of brick panels in alternate colors, set flush 
or recessed, which expresses in a decorative way the 
sales floors within the building. 
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The controlled indoor shopping environment of a 
typical department store has influenced the design 
of a prototype shopping center. In this project, two 
department stores and a multitude of small shops 
are clustered on two levels around an enclosed two- 
story, air conditioned, indoor shopping concourse 
enlivened with trees, planting beds, pools, statuary, 
garden courts, and recreational areas (24). The 
shops themselves sometimes have open entrances 
(25); sometimes, more conventional glazed store 
fronts (26). Like department store sales divisions, 
they are properly related to each other and to the 
overall customer traffic pattern. 
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During World War II, the first suburban shopping 
center with a pedestrian mall, a ring of shops and 
stores and an outer ring of parking was built near 
San Diego. Linda Vista (27) established a new 
building type and started a revolution in shopping 
environment. Since then, giant regional shopping 
centers have been planned and built all over the 
country. These centers have solved the interrelated 
problems of auto traffic, parking facilities, truck 
traffic, pedestrian traffic and the specialized plan- 
ning problems of large groups of stores. 

Store locations are worked out along their shop- 
ping concourses so as to group related shops by trade 
classifications, to spot powerful traffic generators 
such as department stores in key locations, to en- 
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courage comparison shopping and to maintain an 
even flow of traffic throughout the entire center. 

All shops and stores are in direct contact with 
foot traffic on the pleasant covered walkways, land- 
scaped plazas and outdoor shopping areas. Shop- 
ping hazards and design handicaps created by mo- 
tor traffic are kept away from this new green world 
where shopping has gained the pleasant environ- 
ment of a garden and the gaiety of a carnival. 

These new opportunities are accompanied by a 
new restriction—the necessity for overall harmony 
of design. Shop interiors and shop fronts must be 
kept within bounds set by uniform roof heights and 
arcade dimensions. Signs and color schemes are 
regulated and restrained for the common good. Only 
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Shops and the Market Place 


big department store units and other special build- 
ings can escape such overall rules and regulations. 

Shown are two shopping centers where these rules 
have been applied along outdoor shopping con- 
courses. In the first one (28), the rules for signs have 
been formulated along lines similar to those used 
downtown. The signs above the canopy are far above 
pedestrian eye-level and are still trying to assert 
themselves over and above an imaginary stream of 
motor traffic. In the second (29), the signs are more 
successful. They are located below the canopy at the 
proper eye-level and are controlled by the design of 
the canopy and the sign areas themselves. 

One of the most pleasant and sophisticated shop- 
ping environments ever produced exists in the 


Roosevelt Field Shopping Center. Its architectural 
detail (30-31-32), landscape design (31), fountains 
(32), flags and street furniture are all outstanding. 
These, added to all the usual advantages of a well 
planned regional center, make it a pleasant place 
for shoppers and a profitable site for shops. 
Many of these shops are located where they can 
draw on two streams of customer traffic. On one 
side, their principal entrance taps the traffic stream 
of one of the main shopping arcades (32); on the 
other side, a minor entrance faces one of the exterior 
customer parking areas. On the following pages, one 
of these shops is presented as an example of how 
such a location and shopping environment affect the 
organization of a small shop in a suburban center. 
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The Harwyn Shoes Store at Roosevelt Field Shop- 
PLAZA ping Center [33] is a small shop that is treated like 


a miniature department store. It sells men’s shoes, 
E women’s accessories, women’s shoes, and children’s 


: shoes. Its plan [34] and interior design express 
this merchandising program. There are separate but 
interlocking sales departments, each with its own 
distinctive character, arranged in the above se- 
quence from the mall entrance [35] to the parking 
area entrance [36]. These successive sales units 
help to break up a narrow, corridor-like sales area 
into a series of well proportioned spaces. 

The garden mall entrance [35] is a display lobby 
with depth enough to feature all types of merchan- 
dise sold. Women’s shoes occupy the island show 
window ; men’s shoes the full height windows at the 
left; women’s shoes and accessories are shown in the 
shadow boxes at the right; children’s shoes in the 
right rear show window. Both fluorescent and in- 

| candescent light sources add sparkle to the lobby 

MEMS ARWYN SHOE SHOP and its displays. 
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Men’s shoes (37) are stocked along the rear wall of. 


that department. The yellow color of the stock boxes 
is reflected in a gold toned carpet. A natural teak 
fin wall, a hung ceiling in light gray, and another 
low fin wall display bound the department within its 
alcove. Opposite, metal-framed counters and wall 
fixtures, backed by a large display panel, set the stage 
for women’s handbags, costume jewelry and miscel- 
laneous accessories (38). 
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The pink painted wall of reeded wood travels be- 
hind this panel and on into the women’s budget shoe 
department (39), which is followed by a special sec- 
tion for higher priced women’s shoes (40). Here one 
wall is eurtained in a black fabric shot with blue, 
the other wallpapered in gray and white. The cur- 
tained wall conceals a reserve stock area. 

At the end of the store is the children’s shoe de- 
partment (41). Another hung ceiling in deep ma- 
roon, walls in light gray, and child size furniture in 
gay upholstery colors set the tone of this area. The 
circular ceiling pattern ties in with a nursery toy 
display platforms. This department is visible to cus- . 
tomers entering from the adjacent parking area 
(42). At night, the illuminated name sign gives effec- 
tive identification across the parking area. 
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Two New Stores in the Southeast 


1. Retail Store 
Sears, Roebuck & Co. 
Memphis, Tenn. 


A. L. Aydelott & Associates 
Architects 


These two stores—while different in size and situation— 
none the less have in common the architec:ural problem of 
organizing, articulating, and enclosing a series of given 
sales spaces upon a given portion of the plot, with a set 
relationship between departments and a designated flow 
pattern between entrances and vertical circulation; all in 
general accordance with a set of schematics prepared by 
the owner’s planning department. The Memphis store is 
one of two in suburban locations that serve that city; the 
Pine Bluff unit caters to an entire community of 40,000. 

The exteriors—important in attracting the suburban 
motorist or pedestrian—have been handled with a degree 
of style and imagination. In both cases the regularity of the 
exposed, painted steel frame sets up a basic rectilinear pat- 
tern against which the surfaces, texture, and color of the 
panel infilling treatment offer an interesting counterplay. 
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Two Stores in the Southeast 
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Ког the garden and farm sales area, textured pierced. prick and gates 
of wrought iron lend a felicitous scale and character not common to a 
store containing 16,000 sq. ft 
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The infilling—consisting of 9 by 
20 ft precast panels—builds up 
an effective in-and-out texture 
of patterned rectangles. Blue 
gray terra-cotta bands at top 
and bottom tie together the var- 
ious high and low elements of 
the scheme in neat fashion. 

The third floor penthouse, de- 
voted to offices and services, is 
enclosed by five barrel vaults 
that provide a gracefully undu- 
lating contrast to the recti- 
linearity of the main mass. The 
motif is repeated in the service 
station unit. 
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Trapezoidal Surfaces of Mosaic Tile 


The infilling panels for the Pine Bluff store are of ceramic mosaic tile 

arranged in a concave trapezoidal pattern. The tile setting bed is supported 

on metal lath within steel frames, which are left exposed and painted to 

become part of the exterior design. The combination of panels, matte black 9 Retail Store 

structural steel members, carefully placed lettering, and the local yellow- Suena Боаб & Co. 

flecked red brick creates a striking effect that is popular with both town En 

folk and store personnel. The owners say “the store is doing well." Pine Bluff, Ark. 
Presented with the problem of combining a two-story office and service | 

element running the length of the building with an adjoining one-story 4: L. Aydelott & Associates 

sales space, the architect raised the ceiling of the sales area, used the 7-ft Architects 

truss space for ducts, electrical and mechanical facilities, and came up with 

a clean, well organized parallelepiped as the enclosing form for the entire 

store and its services. 
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With the exception of the ex- 
terior finishes, the construction 
and materials for the two stores 
are similar. Both are steel 
framed with roof slabs of light- 
weight insulating concrete; in- 
terior walls are painted plaster; 
floors are terrazzo; ceilings are 
finished with acoustic tile. Both 
stores are completely air-condi- 
tioned, and lighted by a com- 
bination of incandescent and 
fluorescent fixtures 
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The service station, an important element in every Sears retail store, had to be located 
in this case across the street. However, the essential character of the larger store was 
carefully maintained in the design of the smaller unit 


Sears, Roebuck — Pine Bluff 


A view of the principal facade as seen in sharp perspective, below, emphasizes the three 
dimensional aspect of the trapezoidal patterns in the exterior panels, which are 20 by 25 
ft, witha maximum concavity of two ft 
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LET THERE BE LIGHT Lighting levels are inexorably 
on the increase. In fact, the foot-candles for general 
lighting have jumped about 10-fold (from 10 to 100) in 
the last 30 years. Signs are that they will go still higher, 
if the newly recommended levels of the Illuminating 
Engineering Society are taken as an index. Averaged 
out, these are about 50 per cent higher than previously 
recommended. But more meaningful are the levels for 
specific tasks: in office buildings, 200 ft-c are suggested 
for detailed drafting (formerly, 50); for general office 
work, 100 ft-c (formerly 30). 

Until now, pushing up lighting intensities was not a 
critical thing. But if they go to the magnitude lighting 
engineers are talking about—200,500, even 1000 ft-c— 
designers will have to work out solutions to the air con- 
ditioning load (even radiant heat effect at 500 ft-c is a 
problem), to glare and to brightness contrast (what 
about color in interiors?). 


HOW MUCH LIGHT? Various classic researches have 
been used by the lighting industry in times past as 
rational justification for recommended levels. Basis for 
the new IES recommendations is research conducted by 
Dr. H. Richard Blackwell at the Vision Research Labora- 
tories of the University of Michigan (he is now at Ohio 
State U.). This is generally acknowledged to be the best 
work yet for evaluating lighting needs. Key to the study 
is a concept called “visual capacity" which has to do 
with how long it takes a person to “зее” some task— 
flaw in a gem, spot on some cloth, type on a page. This 
is measured in assimilations per seconds (APS). If it 
takes you 1/10 second, then the APS is 10. Blackwell has 
determined the foot-candles required for 56 practical 
tasks. Here are a few examples: A typed original done 
with a good ribbon would require only 1 ft-c; a typed 
carbon, fifth copy, would require 133; a typed original 
with very poor ribbon would require over 3000. Such are 
the variations encountered, which leaves room for dif- 
fering interpretations when you get into specific build- 
ings or areas. IES technical committees have used Black- 
well’s figures to revise their foot-candle tables. Eleven 
of 14 committee reports are in (one of the exceptions is 
schools). A detailed list is available from IES, 1860 
Broadway, New York 23, N. Y. for 20 cents. Blackwell 
used students as observers in collecting data, and it is 
important to note that motivation as a factor was not a 
part of this research. 


11-STORY CLEAR SPAN FRAME COLLAPSES Many 
questions are being asked about the collapse of an 11- 
story, welded steel frame for the home office building 
of Union Carbide Canada, Ltd. in Toronto, September 6. 
It happened at 6:20 p.m. on a Saturday, and miraculously 
there were no fatalities or injuries. Floors were 215 ft 
by 65 ft, with columns to be outside the skin, 11 on each 
of the longitudinal sides. Seven of the 11 stories had 
been welded, the top four had been bolted. Wind gusts 
were predicted, and it was raining hard at the time, but 
there were no reports of a windstorm. In this type of 
clear-span, rigid frame the wide columns and deep 
girders expose quite a bit of area to a wind. A newspaper 
photo taken 10 days before showed no spandrel beams in 
place at that time, but horizontal bracing in the longi- 
tudinal direction. Weiskopf and Pickworth of New York 
and a Canadian firm have been hired by UC to investi- 
gate the failure. 


RESILIENT FLOORING SCRUTINIZED What are the 
sorts of things that give greatest trouble with resilient, 
smooth surface flooring? Some of the answers are given 
in a survey conducted for the Building Research In- 
stitute meeting on this subject last month in Washing- 
ton. General conclusions of the survey were that there 
is a demand for both better information and workman- 
ship, and that failure to follow installation instructions 
is one of the most serious difficulties. Major complaints 
against materials, as reported by 490 contractors, sup- 
pliers, building owners and government agencies were 
indentation; buckling or cracking; nail heads show 
through; hard to clean and polish; too hard. Elements 
of the supporting floor which gave trouble included 
underlayment, wood subfloors and concrete subfloors 
and slabs. 


Footnote to the BRI conference: Not considered were 
the pockmarks that might be caused by women wearing 
the currently popular steel stilleto heels. An item in the 
September issue of Building Materials magazine of Lon- 
don quoted a story in the London Times to the effect that 
these heels could wreak more damage than a bull 
elephant or a wild rhinoceros whom “nature... en- 
dowed with a form of footwear . . . for all types of 
ground." A calculation by the editor showed that a 
young woman weighing 120 lbs, standing momentarily 
on one foot would exert a force of 1440 psi, over half 
a ton. 


RUSSIAN CONCRETE MADE ONLY IN FACTORIES 
The Russians have gone after automated concrete com- 
ponent production as avidly as they have pursued their 
sputnik program, one would gather from talking to Ben 
C. Gerwick, Jr. former president of the Prestressed 
Concrete Institute. He estimated one plant he saw to be 
worth at least 12 million dollars. But he feels they have 
been over-eager in their mechanization, because many 
operations could easily have been handled by laborers 
with less fuss. Reason for their avidity is that there was 
practically no cast-in-place concrete in Russia, but all 
masonry. He says any of the plants he saw could turn 
out one-third the total U.S. production of any type of 
precast unit. Quality is poor; in fact in floor slabs, wire 
reinforcement placed by laborers sometimes comes in 
the bottom of the slab, sometimes on top, but by and 
large are structurally sound. While this is so, he still 
feels the bugs are minor, and that the Russian potential 
in the precast-prestressed field is tremendous. 


THIS MONTH’S AE SECTION | 
"Folding Partitions Appraised for Noise," wn] 220-223. 
Shows how much noise reduction can be expected from a 
well designed, properly installed. folding par tition and. the 
effect on intelligibility of speech. 


"Fans Replace Tall Chimneys,” pp. 224-225. Gives back- 
ground information on induced draft fans; shows typical 
locations. 


“Concrete in Europe and Russia," pp. 226-229. First- 
hand reports on precasting and prestressing. 
“Reactor for Industry,” pp. 230. 


Time-Saver Standards, pp. 235, 237, 239. Public Swim- 
ming Pools. 
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FOLDING PARTITIONS APPRAISED FOR NOISE 


The folding partition has become a 
compact, economical and attractive 
solution to the problem of multi-pur- 
pose flexibility for meeting rooms. 
Visual separation was once consid- 
ered the primary requirement for the 
folding partition. More recently, 
acoustical characteristics have 
loomed importantly. Sometimes se- 
vere sound isolation demands have 
arisen, and the folding partition has 
been expected to perform better than 
may be possible physically. 


Acoustical Measurements 


Much of the misunderstanding in the 
appraisal of folding partitions is 
based on confusion regarding reports 
of its acoustical performance. The 
results of these reports have been 
confused because: 

1. Acoustic performance is often 
reported in more general terms than 
is meaningful; it needs to be speci- 
fied in terms of frequencies. These 
are usually expressed as averages, 
but many performance claims have 
been based on the average of values 
from different sets of frequencies. 

2. Sound measurements have been 
made under unrealistic conditions. 
The test sample is generally smaller 
than typical installations, and may 
be mounted in arrangements which 
are not typical of representative use. 

3. Considerable variance exists be- 
tween data originating from differ- 
ent laboratories. It now appears that 


By Howard C. Hardy, 


Consultant in Acoustics 
Chicago 


Ideally, the best way of providing privacy between spaces 


is to use partitioning that has mass (weight) and no air 


leaks. There are times, however, when a solid, heavy par- 


tition is not the answer functionally, and a folding parti- 


tion seems the most attractive solution. If this is the case, 


due account must be taken of the acoustical properties of 


the folding partitions, so that both architect and client will 


be satisfied with the result. Presented here is some quanti- 


tative information on their acoustical properties as well as 


recommendations on how to get the most out of them 
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Figure 1. 


MODERATE BACHGROUND NOISE REQUIRED 


Good practice criteria for sound isolation of meeting spaces when folding partitions are used 


the most correct data have been ob- 
tained only recently through newly 
improved techniques. Performance 
figures from the newer tests are 
lower, and have not been widely pub- 
licized. 

4. Laboratory results are reported 
within closer limits than are signifi- 
cant for most normal use. In fact 
laboratories report results to 0.5 dec- 
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ibel for partitions of which different 
samples might vary statistically by 
the order of 2 db. 

5. Folding doors are sometimes 
compared acoustically with solid 
walls, which they are not intended to 
replace. 

There also is some technical mis- 
understanding on how the sound is 
transmitted through a partition. The 


two most important factors in re- 
stricting transmission are (1) mass, 
and (2) the tightness of seal of the 
openings at the top, bottom and sides 
of the partitions. The approximate 
data are given in Fig. 2. The sealed 
door has an ASTM sound transmis- 
sion loss (STL) (average of the 125, 
175, 250, 350, 500, 700, 1000, 2000, 
4000 cycles per second frequencies) 
given by the upper line. These data 
are realistic estimates based on pre- 
cise laboratory results which have 
been correlated with the field meas- 
urements described below. 

The greater the sound reduction 
provided by mass, the more impor- 
tant the seal. If the open area is 
greater than 0.3 per cent, sound re- 
duction cannot be greater than 25 
decibels. А 14 in. crack at the top 
and bottom of a 10 ft partition would 
approximate an open area of 0.3 per 
cent. An opening of as much as 1.0 
per cent would reduce transmission 
loss in heavier folding partitions 10 
db, but would make a difference of 
only 2.5 db with the lighter ones. For 
example, a door with 25 db would 
drop to 15 db; whereas a lighter door 
with 15 db would drop to 12.5 db. 

Because of the confusion in re- 
ported laboratory data, the writer 
has undertaken a field study of the 
performance of various types and de- 
signs of folding partitions in a range 
of typical locations. Measurements 
were made in churches, schools, con- 
ference rooms, hotels and lecture 
halls. The floor areas ranged between 
200 sq ft and 3000 sq ft. 

Magnetic recordings of noise in 
narrow frequency bands provided the 
source of sound energy. Sixteen of 
these frequency bands were used 
throughout the audible range. The 
sound was reproduced by loudspeak- 
ers on one side of the folding parti- 
tion. Measurements were made with 
a sound level meter and band pass 
filter on each side of the partition. 

The difference of the two readings 
gave a very detailed set of perform- 
ance data. In most installations the 
results of these tests should have 
been one to three decibels higher than 
those obtained in the reference lab- 
oratories. In some instances this dif- 
ference was found. However, in many 
cases the numbers turned out to be 
many decibels below published infor- 
mation. Most of these discrepancies 
probably can be ascribed to installa- 
tions which were not up to the speci- 
fications of the manufacturer. 

In Fig. 9 the noise reductions 
through a partition in a typically 
good and a typically poor installation 
are compared. The difference is 12 db 
or more. When the room absorption 
and the sound leak are taken into ac- 
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The relation between sound transmission loss and the mass of a folding partition as it is af- 
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Figure 3. 
A comparison of the noise isolation effectiveness of a typically poor and that of a typically 
good installation of folding doors 
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count, however, both agree with the 
design curve given in Fig. 2. All fold- 
ing partitions by nature have little 
sound reduction at low frequencies. 
For elimination of speech interfer- 
ence, large low frequency noise re- 
duction is not necessary, as shown 
in Fig. 5 A & В. 

No significant differences were 
found among the various manufac- 
tured brands of similar types of fold- 
ing partitions provided they were of 
similar mass and were carefully in- 
stalled. The greater the mass, the 
better the performance of the parti- 
tion, with careful installation. 

Gaps beneath and above some of 
the partitions tested proved to be sig- 
nificant sound transfer paths. In one 
installation, where sound reduction 
was important, a floor gap up to one 
inch was found. To a lesser extent 
gaps were also found at the point of 
closure. The performance of folding 
partitions, therefore, depends very 
materially upon the efficiency of the 
sweep strips and jamb seals (Fig. 4) 
used in better installations to seal the 
tops, bottoms and jambs. The effi- 
ciency of the sweep strips depends 
mostly on the alignment of the door 
in relation to the floor and ceiling. 


How Much Noise Reduction? 


This brings us to the discussion of 
how much noise reduction is required 
for folding partitions. In many cases 
the most severe requirements occur 
when two meetings are being held 
simultaneously. Disturbances are 
caused by middle and high frequency 
noise from adjoining space interfer- 
ing with the speech on the listener’s 
side of the partition. 

There is considerable information 
available in literature and handbooks 
which enables an acoustical engineer 
to calculate the effects of such condi- 
tions and to set up standards on per- 
formance. These standards have also 
been experimentally confirmed by 
qualitative and quantitative observa- 
tions. The volume of a normal speak- 
er’s voice rises and falls during 
speech over a range of approximately 
30 db, about 12 db above the average 
and 18 db below the average. It is not 
very important if the levels 12 to 18 
db below average are heard since the 
lowest levels are often masked by the 
ambient noise. This leaves a fluctua- 
tion of about 24 db of voice sound 
which should be isolated by a barrier 
to prevent interference between the 
two rooms. Assuming that both sides 
have an equal chance, a reduction of 
about 25 db in the middle and high 
frequencies has been found to be 
about the minimum for acceptable 
performance. Our field tests show 
that a 25 db isolation is obtained in 


practice by a partition with a true 
ASTM (laboratory) sound trans- 
mission of about 20 db. 

Graphically, the situation can be 
shown by Fig. 5A and Fig. 5B. In 
this figure the magnitude of the 
sound in decibels is plotted vertically, 
and the figure of the scale is plotted 
horizontally. The latter scale has 
been distorted purposely to weight 
the frequencies in equal proportion 
to their contribution to good listen- 
ing. In this perspective, low fre- 
quency bands are quite crowded to- 
gether and have little effect on the 
speech. 

A typical noise background for a 
room such as a conference room or a 
small lecture hall is that given by 
the shaded area in the lower part of 
each figure. The relative effectiveness 
is measured by how little the trans- 
mitted speech overlaps the direct 
speech. It can be seen that, with poor 
isolation, as was shown in Fig. 3, 
much more of the speech comes 
through the partition and much 
greater interference is caused. 


Effect of Acoustical Absorption 


The sound reduction of the barrier 
depends not only on the barrier it- 
self, but on the acoustical absorption 
which exists on each side. The deader 
the space, the better the sound re- 
duetion. Without special acoustical 
treatment, and with a reasonable 
number of people present, absorption 
will usually cause two to three deci- 
bels greater loss in transmission than 
that specified for the partition. If one 
has a partition which has 25 db at- 
tenuation, the total loss including 
that due to absorption may be as 
high as 28 db. 

In better installations, attenuations 
as high as the above are obtained for 
the important speech frequencies. It 
is emphasized, however, that even un- 
der these circumstances care must be 
taken by the user in providing satis- 
factory environment. 

To assure optimum acoustic per- 
formance of a partition separating 
two areas in which meetings, confer- 
ences, luncheons, class exercises, or 
lectures can be held, the following 
conditions must exist (see Fig. 1): 

1. Neither side should be favored 
in the sound power output. For in- 
stance, cne side should not operate a 
publie address system without the 
other side having one too, and am- 
plifieations must be carefully con- 
trolled. 

2. The greater the acoustical ab- 
sorption on either side of the parti- 
tion, the better. This may limit the 
size of the space which can be used 
on each side, however, to insure ade- 
quate voice power. 
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Figure 4. 
Sweep strip and jamb seal 


3. Moderate background noise is 
required, preferably equal on both 
sides. 

4. The nearer all persons are to 
the speaker, the better. This means 
that seating people around a confer- 
ence table or a single dining table is a 
better arrangement than locating the 
speaker at the end of the room. 

5. Where it is necessary to have 
two lecturers in separate spaces 
speaking at the same time, the best 
arrangement is to have them back- 
to-back with the partition separating 
them. This will generally tend to in- 
crease the ratio of sound from the 
wanted over the unwanted side. 

As a result of intensive study of 
field tests made in a range of typi- 
cal situations, we can draw certain 
conclusions concerning the acoustic 
performance of folding partitions. 

Caution should be employed in the 
use of published test results. They 
are sometimes derived by averaging 
different sets of frequencies and are 
usually obtained under non-repre- 
sentative conditions. 

Mass and seal are the most impor- 
tant considerations for effective 
acoustic performance by folding par- 
titions. Those with greater mass and 
careful installation, including sweep 
strips and jamb seals, will usually 
perform satisfactorily for the major- 
ity of requirements. 

Even with optimum performance, 
reasonable care must be employed 
with public meeting arrangements to 
minimize inequities between adjoin- 
ing spaces. 
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Charts comparing how much speech interference is transmitted through a good and a poor 
folding partition. The horizontal scale is distorted to give equal weight to the frequencies im- 
portant in speech intelligibility. The lower shaded areas show the noise background that may 
be expected in a typical environment. The relative size of the speech interference area is a 
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frequency bands are transmitted through the partition 
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FANS REPLACE TALL CHIMNEYS 


By George Nash* 


With either forced draft or induced draft fans, a chimney—which might 
detract from a building’s apvearance—can be avoided. Forced draft fans are 
generally used where the boiler may be pressurized with air (such as scotch- 
marine type); induced draft fans generally where such practice might be 
hazardous (such as cast iron boilers). Induced draft fans can be installed 
almost anywhere, and this article shows some of the possible locations for them 


Placement and height of a tall smoke- 
stack or chimney in connection with 
boiler installations is frequently a 
problem for the architect, particu- 
larly with one-story buildings. A tall 
stack which ordinarily is required to 
create sufficient draft to insure prop- 
er combustion and to carry smoke 
above the building is difficult to inte- 
grate unobtrusively into the design 
of low buildings such as schools, fac- 
tories, shopping centers and large 
private houses. 

Also the chimney or stack height 
and location that are best suited to a 
building from an architectural stand- 
point will not always be satisfactory 
for the proper operation of the heat- 
ing equipment. 

Adequate and dependable draft is 
required for good combustion. Com- 
bustion products with insufficient 
draft are unburned particles and car- 
bon monoxide, which not only make 
for inefficient operation, but pose 
hazard and nuisance problems as 
well. On the other hand an excess of 
air above the volume required for 
complete combustion not only is 
wasteful but can create combustion 
difficulties. The problem is one of 
providing the right amount of air in 
the combustion chamber of the fur- 
nace for any varied load condition. 

A mechanical method of insuring 
draft is to use an induced draft fan 
to draw the combustion gases through 
the boiler. Only a short stub stack is 
needed to vent the flue gases to the 
outside. 

Operationally, the draft inducer 
has the advantage of creating a de- 
pendable, steady flow of air at all 
times to suite the combustion re- 
quirements. One of the frustrations 
of natural draft induced by a tall 
stack is its variability. Natural draft 
varies with the outside temperature, 
with outside humidity and with the 
direction and force of the wind. It is 
affected by hills and neighboring tall 


*Combustion Engineer, L. J. Wing Manufactur- 
ing Co. 


buildings. Natural draft also varies 
with the stack gas temperature. A 
cold stack does not provide as much 
draft as one that has been heated by 
flue gases. While excess natural draft 
can be controlled by means of damp- 
ers, the operator does not always 
have sufficient draft available to per- 
mit control. 


Mechanical Draft Inducers 


There are various types of draft in- 
ducers available. Figure 1 illustrates 
a popular design which is a simple 
mechanism consisting of a motor 
drive airfoil fan in a metal housing 
that is made part of the breeching or 
flue of the stack. The fan rotates on 
air-cooled bearings. External cooling 
air is drawn over the bearings at all 
times. Hot flue gases do not contract 
the bearings. 

The entire rotating fan assembly 
can be removed for inspection and 
maintenance from the housing when 
necessary, without disturbing the 
breeching. 

CAPACITIES. The draft inducers il- 
lustrated can accommodate both heat- 
ing and power boilers. They are 
available for all heating boilers as 
small as 1000 sq ft EDR (equivalent 
direct radiation), and for high pres- 
sure boilers up to approximately 
100,000 Ib per hour of steam. 

DRIVES. Variable speed drive pro- 
vides the most efficient operation, 
most convenient draft adjustment, 
and lowest electrical costs. V-belt 
drive eliminates possibility of mis- 
alignment due to expansion and con- 
traction movements. 

Variable speed motors permit run- 
ning at high speeds for full-load op- 
eration of the boiler and at lower 
speeds for maintenance of steam 
pressure at lower steam demands. 
The same regulation of fan speed can 
be obtained by means of constant- 
speed motors in combination with 
adjustable pitch sheaves incorporated 
in the belt drive. 

Direct drive by motor or steam 
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turbine can also be furnished. A tur- 
bine is desirable if there is low pres- 
sure steam which can be supplied by 
reducing valves from a high pressure 
steam header. A turbine will also pre- 
vent disruption of operation due to 
electrical power interruption. 

In some installations à combina- 
tion of turbine and electric motor 
drive is most advantageous (Fig. 2). 

LOCATION. Draft inducers аге 
placed directly in the breeching be- 
tween the boiler and the stack and 
can be mounted in a number of places. 
When space is too restricted in the 
boiler room, inducers can be mounted 
on top of the stack (Fig. 3). They 
can also be mounted on top of the 
boiler itself at the beginning of the 
breeching. 

In cases when the stack is sepa- 
rated from the boiler room, the in- 
ducer may be installed out of doors in 
the breeching (Fig. 4). 

Many inducers are installed in ex- 
isting plants to replace stacks that 
have corroded or have been damaged. 
This situation often presents severe 
space problems. Existing girders, 
pipes and walls may interfere with 
the placement of the inducer. How- 
ever, many ingenious designs have 
been worked out for fitting draft in- 
ducers into limited spaces. 

Because of their relatively light 
weight, inducers can be supported 
in several ways. Many are hung from 
the ceiling or roof. In other cases 
they are mounted directly on sup- 
porting platforms built up from the 
floor. Wall mounting is still another 
method. Fig. 5 illustrates a number 
of units suspended from overhead. 

NUMBER OF INDUCERS PER INSTAL- 
LATION. Generally one inducer is in- 
stalled to serve one boiler. There are 
however many installations in which 
one inducer is employed to serve two 
or more boilers especially where the 
stack height may be adequate for 
light loads (Fig. 6). 

For multi-boiler installations, an 
inducer for each boiler is usually 
most advantageous from the stand- 
point of increased protection against 
draft interruption. 

SELECTION. For many heating boil- 
er applications, the correct size of 
draft inducer can be selected quickly 
and without difficult computations 
directly from manufacturers! tables. 


Figure 1. Draft inducer is a motor-driven airfoil fan in a 
metal housing 


Figure 2. Combination motor-driven and turbine-driven 
inducer can operate on steam, when power fails 


Figure 3. One place for a draft inducer is atop the short 
chimmy 


Figure 4. The inducer may be mounted at beginning of the 
breeching 


Figure 5. Ceiling suspension is frequently a way of in- 


stalling inducers in boiler rooms 
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Figure 6. Here one draft inducer in the breeching serves 


two boilers 
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Figure 7. Steady, controlled draft by fan aids incinerator 
combustion 
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CONCRETE IN EUROPE AND RUSSIA 


Increasing trend to prefabrication noted by recent observers 


Conferences of note on prestressed concrete started at M.I.T. in 1951 and 
have continued with the San Francisco meeting in '57 and three congresses 
of the Federation Internationale de la Precontrainte [Prestressing | in London 
(53), Amsterdam (’55) and this year in Berlin. These latter meetings have 
provided opportunities for Americans to keep up with the latest practices over- 
seas and to see some of the latest structures at first hand. Following the meet- 
ing in Berlin this May (where it was evident that, among other things, 
prestressed concrete has become as recondite as any accepted science) several 
US engineers availed themselves of the opportunity and did some sight-seeing, 
among the new structures and factories. Two engineers from the New York 
area have reported on their trips for AR. The first of these is of Irwin Speyer 
of the Freyssinet Company, New York. (Photos by the author) 


European Report 


While the spectacular is always im- 
pressive, much can be learned from 
everyday projects, and it was these 
that most interested us. Surprising- 
ly, and contrary to our usual impres- 
sion of European practice, manu- 
facturers report that, since field la- 
bor is a lot more costly these days, 
even in Europe, precasting achieves 
considerable economies. This is ap- 
parently true in England, where pre- 
cast buildings have been the sub- 
ject of research and development by 
both manufacturers and general con- 
tractors. Fig. 1 shows a full-scale 
mockup of two-story wall panels for 
school construction. These panels 
incorporate the columns and lintel 
beams, and are connected to the re- 
mainder of the structure by welding 
of the reinforcement and some cast- 
in-place concrete. In Denmark also, 
much is being accomplished in the 
field of precast concrete housing. 
Fig. 2 shows stored wall panels for 
multi-story construction, particular- 
ly interesting in that glazing is fac- 
tory-installed. Exterior finish has a 
pattern of regularly spaced indenta- 
tions, formed by a synthetic rubber 
mold liner. This finish reduces the 
observable differences in color which 
occur when concrete is trowel fin- 
ished. A number of proprietary sys- 
tems have been developed in this 
field, two prominent ones in England 
being Intergrid and Laingspan (Fig. 
3). Precast trusses are a feature of 
both these systems and these trusses, 
made up in standard lengths, are 
joined to form the required lengths 
by post-tensioning. To be economical 
such systems must be designed on a 
modular basis and Intergrid, for in- 
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stance, uses a 40 in. grid module. 
Load capacities are usually deter- 
mined by exact and detailed engi- 
neering analysis, followed by testing 
a full-sized prototypes. The resulting 
structures are remarkable for their 
thinness. It is probable that varia- 
tions of these systems could be made 
economical for the American market 
provided that individual framing 
members were made longer to reduce 
the number of field joints. 

The development of long span 
trusses is exemplified by a ware- 
housing facility in Denmark where 
trusses are made in standard panel 
lengths and joined by post-tension- 
ing. It has been reported that some 
concrete truss structures have shown 
hairline cracking at the junctions of 
chord and diagonals, and this points 
up the fact that adequate reinforcing 
must be provided for the secondary 
stresses occurring at those joints. 
With such reinforcing, this hairline 
cracking will not reduce the safety 
of the structure. 

In the Lowlands, particularly Hol- 
land, the bridge construction for 
their excellent highway system is 
impressive. A recent advance in tech- 
nique in the construction of precast 
roadway overpasses is illustrated by 
the bridge in Fig. 4. This structure 
employs  factory-cast pretensioned 
members, made continuous by lap- 
ping alternate members over the 
pairs апа  post-tensioning trans- 
versely in this region to provide the 
necessary shear resistance for mo- 
ment transfer. The method can be il- 
lustrated by interlocking the fingers 
of both hands and squeezing trans- 
versely. The total resulting depth of 


construction is less than that of the 
more usual I-beam construction and 
presents a pleasing finished appear- 
ance. 

A product of the precasting plants 
in Holland, which has gained wide 
acceptance and is seen everywhere 
along the highways, is the bus stop 
shelter shown in Fig. 5. 

In all the countries visited there 
is an observable trend toward auto- 
mation in the factory-cast preten- 
sioning industry. In England, for 
example, a proprietary concrete ex- 
trusion machine produces approxi- 
mately 2000 sq ft of hollow cored 
flat slabs daily, requiring only 5 men 
in the process. The extrusion ma- 
chine travels along laying the zero- 
slump concrete, carrying with it a 
short section of side form and rub- 
ber core form. Slabs are cured by 
heating the casting bed and keeping 
the top surface moist. When the 
proper strength is reached, the pre- 
tensioning force is released and 
rollers in the casting bed are actu- 
ated, rolling the complete length of 
slab (250 ft) toward a stationary 
concrete saw. The slab is cut into the 
required lengths which, while being 
eut are supported on а fork-lift 
truck. The cut pieces are then car- 
ried to the storage yard. In Den- 
mark there is a plant manufacturing 
light inverted T members designed 
to support ceramic tile floor units 
which uses movable pretensioning 
beds. In this increasingly-popular 
scheme, the beams are passed 
through the various operations of 


Russian Report 


steel placement, tensioning, concrete 
placing, curing and stripping in 
gang molds, designed to act as com- 
pression struts against which the 
reinforcing wires are anchored. The 
beams, employing a combination of 
straight and deflected wires to 
achieve a more desirable profile of 
prestress, were being manufactured 
at the rate of 550 ft per hour. 

There are several factories in 
northern France which produce the 
widely-used (in Europe) floor slabs 
made up of ceramic tile and pre- 
stressed concrete. These slabs are 
plastered below and topped with con- 
crete. A number of textile mills were 
visited whose owners, having discov- 
ered the advantages of long-span 
construction, find it economical to 
use 60 by 80 ft bays or larger, em- 
ploying continuous prestressed con- 
crete construction to achieve these 
spans. 

Everywhere in France, dotting the 
landscape like thick-stemmed mush- 
rooms, are prestressed watertowers 
as shown in Fig. 6. These are gen- 
erally built using slip forms [as in 
the New York-Boston television re- 
lay towers| with the top being cir- 
cularly prestressed in the usual way. 
In the region near LeHavre, a sus- 
pension bridge is being built with a 
span of 2000 ft. The bridge is nota- 
ble in part for its towers cast in slip- 
forms (Fig. 7), its prestressed ap- 
proach spans (Fig. 8) of 150 ft and 
the use of neoprene bearings in the 
right bank anchorage and approach 
spans. 


Many reports from individual observers have come out of Russia about the 
heavy emphasis on precast and prestressed concrete. This May, following the 
F.I.P. Congress in Berlin, six American concrete experts visited Moscow and 
Leningrad by invitation of the Soviet Academy of Construction & Architecture 
and saw huge automated factories turning out standard prestressed, precast 
concrete elements for housing projects. The USSR (which doesn’t have. to 
worry about stockholders) has invested heavily in equipment and research con- 
cerning housing design and components manufacture and the US delegation 
saw many of the results of this investment. Below, is a report from one of the 
Americans, David Billington, Project Manager, Roberts & Schaefer, New York. 


Our delegation, reciprocating a visit 
made by Soviet engineers to the 
World Conference on Prestressed 
Concrete in San Francisco last year, 
was under the leadership of Profes- 
sor T. Y. Lin of the University of 
California and included Prof. Lin, 
Prof. Boris Bresler (also of U. Cal.), 
Ben C. Gerwick Jr., president of the 


Prestressed Concrete Institute, James 
D. Piper, vice president of the Port- 
land Cement Association, Walter 
Price, former president of the Amer- 
ican Concrete Institute, and myself. 
In both Moscow and Leningrad we 
gave lectures on American engineer- 
ing and were treated with courtesy 
and respect wherever we went. 


Technical Roundup 
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Precast concrete factory , 
overall view; inside 
domes made of precast 
segments; construction 
view of precast pre- 
stressed concrete col- 
umn 


Photos on this page taken for ARCHITECTURAL RECORD by Jane Doggett 


Photographs of manufacture and assem- 
bly of apartment buildings in Leningrad. 
These buildings are made up of precast 
and prestressed panels cast in a factory 
(different from that shown on previous 
page) and trucked to the site. Picture 
above shows joints between panels being 
touched up after assembly. Above right, 
buildings are being assembled with the 
aid of the ubiquitous 3-ton crane. Right 
and below are pictures taken in a thor- 
oughly mechanized concrete panel factory: 
first a view of the casting floor showing 
floor panels on setting beds; and below 
the interior of the control booth on the 
casting floor; at bottom, a view of the 
concrete batch-mixing station showing the 
operator reading batch scales 
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KENTA ДОМ UO СТЕКАМК 
ИЗ КРУПНЫХ ПАНЕЛЕЙ 


Exploded assembly drawing of the typ- 
ical apartment building shown above, 
illustrating manner of joining precast 
parts 
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We saw large research laboratories 
carrying on multimillion dollar re- 
search programs in building with 
numerous large scale testing proj- 
ects such as a prestressed concrete 
truss 100 ft long, and precast pre- 
stressed concrete thin shells. One 
entire laboratory is devoted to pro- 
duction machine design for factories 
making prestressed concrete prod- 
ucts. One of the machines (shown in 
a film at San Francisco last year) 
works on the same basic idea of wire 
wrapping used on prestressed con- 
crete tanks in this country. Wire is 
wrapped around steel pegs set at 
each end of steel pan forms, the con- 
crete is cast and when it hardens, the 
pins are withdrawn, transferring the 
stress to the concrete. Of course vari- 
ous paths may be traced out by the 
wire for particular shapes. 

We saw huge factories where pre- 
stressed and precast concrete slabs, 
pipes, girders, etc. were produced 
on assembly lines using machinery 
developed in the research laborato- 
ries. In one factory, the buildings 
themselves are unusual structures, 
all fabricated of prestressed, precast 
pieces. One building features a pair 
of 133 ft square domes, each made 
from 135, 315 ton pieces, assembled 
on the ground and raised 66 ft up 
onto precast columns. А second 
structure is roofed with corrugated 
thin shell arches 330 ft in clear span 
with a  post-tensioned diaphragm 
tension tie. A third building made 
extensive use of precast prestressed 
trusses for columns, main frames, 
crane girders and wind bracing. Even 
the foundations were made with pre- 
cast spread footings. 

The structures mentioned above 
were displayed in the form of plastic 
models in the USSR pavillion at the 
Brussels Exhibition and are typical 
of many such structures of which we 
saw architectural renderings and 
preliminary designs. They seem to 
indicate a trend toward modern 
space architecture as opposed to the 
monumental style typified by the 
huge Moscow University, completed 
just three years ago. 

We saw big apartment house proj- 
ects with thousands of apartments 
all built of precast concrete pieces 
made in factories and shipped to the 
site for erection. These projects are 
being built as fast as possible in or- 
der to reduce their severe housing 
problem, and as a result there is 
some sacrifice of quality and, to 
some extent durability. On the other 
hand their methods of production 
and erection are interesting and in- 
genious. 

The importance of prestressed 
and precast concrete to the Soviet 


Union is well illustrated by the fact 
that we were told upon our arrival 
that Premier Khruschev had had a 
private showing of a US film on the 


Proceedings on Prestressed Concrete 


Second Congress of the Federation Inter- 
nationale de la Precontrainte Cement and 
Concrete Association (50 Grosvenor Gar- 
dens, London, S.W. 1), 1958. 990 pp., illus. 
$15.00 

The result of a two-year compilation 
effort, this fat (2% in) volume con- 


Lake Pontchartrain bridge (24 miles 
of prestressed concrete) just prior to 
our visit. We saw a good deal in 
eleven days and were impressed, not 


tains the complete transactions of 
the 1955 F.I.P. congress in Am- 
sterdam. More than 80 contributors 
from 30 countries delivered the pa- 
pers here printed in the language in 
which they were read. Abstracts, 
general reports and communications 
are in the three official languages, 


An Example of Precast Space Frame in England 


Groescserticn of легку Beate 


Technical Roundup 


so much by the quality of their work 
or its beauty, as by the scale of their 
undertakings and their apparent po- 
tential for mass production. 


French, German and English. The 
reports all deal with work completed 
in the period 1953-55 in such categor- 
ies as grouting, steel, indeterminate 
structures, and thin shells. The pro- 
ceedings of the first F.I.P. congress, 
London in '53, 254 pages and 30 con- 
tributors, was issued in 1955. 


Left: Building while still in progress show- 
ing main beam and its relation to secon- 
ary beams. Main beam prestressing cables 
exposed near center column. Below: Com- 
pleted building, airline administrative of- 


fices to the left 


TOP BOOM 


4 No. 12/276 tendons 


on each aide of 
beam with hangers to bottom boom 
of each secondary beam 207. "" — 
x 7 
GF re H 
A / 


PRECAST UNITS FITTED AFTER LIFTING 
AND LINING UP SECONDARY BEAMS 


res 
- FINISHED FLOOR LEVEL | 
Elevation of one span of main beam. 


Top. Underside view of assembled space frame, 
main beam beyond top of picture. Above. Sec- 
tion of secondary beam, dark areas in bottom 
member are slots for post tensioned prestress 
cables. Right Above. Left half of main beam, 
hatched sections assembled with secondary 
beams. Right Below. Secondary beam, assem- 
bled on the floor and hoisted directly into place 


Built at Gatwick Airport (South of 
London, England) for an independ- 
ent airline, this building provides an 


SES VAVAVAVAVAVAVAVAVAVA'S 


Cross-section of hangar showing side elevation of secondary beam. 


roof. After all the frames were lifted 
into place they were stressed together 
transversely by continuous cables. 


9 ft is structure. All structure is pre- 
stressed concrete, the roof structure 
being precast and post tensioned con- 


operations base, offices and a main- 
tenance hangar for the company. 
The roof structure provides clear 
span coverage of 110 ft by 280 ft and 
a clear height of 30 ft while occupy- 
ing 11 ft of depth, of which roughly 


crete of an elegant thinness. Making 
the secondary beams triangular in 
cross section eliminated purlins, and 
horizontal thrusts of the triangular 
web members were opposed by di- 
agonal members in the plan of the 


The completed roof weighs a little un- 
der 30 Ib per sq ft of which 22 Ib per 
sq ft is beams. 

The concrete apron in front is also 
of prestressed concrete. A. J. & J. D. 
Harris were the designers. 
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Technical Roundup 


REACTOR FOR INDUSTRIAL RESEARCH 


NO. Ip 


Í; 
hind utility attic 


26 Rew th side in inner court, sh 
windows and vent stacks 


Due to be formally dedicated this 
month is “the nation’s first privately 
owned nuclear research reactor, in- 
tended for experimentation on con- 
sumer goods.” The facility is to be 
operated by Columbia University 
and is owned by ten manufacturers 
including American Machine & 
Foundry Co. whose subsidiary AMF 
Atomics Inc. acted as agent and 
prime contractor for the group. The 
main building of a total of three, all 
designed by Skidmore Owings and 
Merrill’s New York office, has the re- 
actor dome to the South, a wing full 
of utilities and “hot” cells with ac- 
companying storage and handling 
facilities, and the North wing of lab- 


Entrance to main building, reactor dome be- 


4. View of control room from main floor, circular 


3. Top of pool, control rod operating gear at 
left, taken from control room 


crane track above, hot end of pool at left 


oratory. rooms. The reactor is a 
“stock” 5 megawatt pool type using 
4.5 kg of Uranium and having walls 
up to 10 ft thick at the hot end. Air 
conditioning maintains a slight neg- 


MODULES FOR TEXAS SCHOOLS 


The Texas Education Agency, as- 
sisted by the building research staff 
of the Southwest Research Institute 
of San Antonio, is working toward 
the day when, through dimensional 
coordination, an architect can design 
and the contractor can erect a school 


by Charles T. Roberts, Chief Consultant 


"o 
# | | “Turner Construction Company 
Air view showing garage and pool cooling tower upper left, lab cooling tower in attic 


ative pressure in the dome and does 
not recirculate the air, exhausting 

through “absolute’’ filters. 
Operations of the reactor will in- 
continued on page 240 


School Plan Services, Texas Education Agency 


building in considerably less time 
than now required. 

The United States Office of Educa- 
tion provides most of the funds for 
this 3 year study and the Texas Edu- 
cation Agency is providing staff 
time and services. The research is 


230 ARCHITECTURAL RECORD October 1958 


being done by research architects 
and engineers from the Southwest 
Research Institute, a not-for-profit 
scientific organization. The study is 
scheduled for completion by June 30, 
1960. 

continued on page 240 


Gdorless Gas-Fired Incinerator 


The Warm Morning incinerator is 
said to achieve odorless, smokeless 
burning by the use of a special burn- 
er and baffles. The primary flame will 
burn an average load in two and a 
half hours. An “after burner" com- 
pletes combustion in gases driven off 
in the primary burning. Locke Stove 
Company, 114 West 11 Street, Kansas 
City 5, Mo. 


Wall-hung Residential WC 


Walsan is said to be the first WC to 
have a concealed steel tank that fits 
into a 6-in. wall. The tank, coated 
with insulation to prevent condensa- 
tion, can be reached through a 12 by 
35 in. steel panel which can be 
painted to match the room. The com- 
mode protrudes 22 in. from the wall, 
and is supported on a combination 
fixture that holds up the bowl and 
carries off waste as well. Crane Com- 
pany, 836 South Michigan Avenue, 
Chicago 5, Ill. 


Product Reports 


ALUMINUM AND PLASTIC DOME FOR STORAGE, 


TEMPORARY SHELTER 


AE 
EL 
[=| 


A 1300-Ib aluminum and plastic dome, 57 ft. in diameter, is designed as a re- 
usable, demountable warehouse, barn, salesroom and silo. The dome is con- 
structed of aluminum struts with a non-rigid, seamless plastic skin, and, ac- 
cording to the manufacturer, can be put up or taken down in eight man-hours. 
The cost is $3,750, FOB Mechanicsburg, making $1.50 per square foot, exclu- 
sive of construction. Capitol Products Corporation, Mechanicsburg, Pa. 


‘4 , * a ^S 3 
Spr ЧЫ, . 


Combination Intercom 


One system can be used for inter- 
communication between parts of of- 
fices and warehouses, and for play- 
ing background music at the same 
time. Each “Harmony” system con- 
sists of a master station and several 
remote stations. The master station 
can include a radio receiver and a 
phonograph. Cost is low, and installa- 
tion easy, says the manufacturer. 
Continental Manufacturing, Ine., 
Omaha, Neb. 


Shelf and Lavatory 


The Ledgend lavatory combines a 
dressing table and bathroom sink in 
a single china unit. Designed for ho- 
tels and motels, it can be equipped 
with fittings for hot, cold and iced 
water. It is available in eight colors. 
Kohler Co., Kohler, Wis. 


Door-Closing Hinge 

Spira-Lift hinges are reputed to make 
thresholds unnecessary, and to elimi- 
nate dragging on floors, because of 
the way they lift a door when open- 
ing. The manufacturer says that they 
are as easy to install as any hinge, 
and that no weatherstripping is nec- 
essary with them. Beckhart Hinge 
Manufacturing Company, 11483 East 
Garvey Avenue, El Monte, Cal. 


Light Indoor Fire Hose 


Rack-N-Reel, a  cotton-and-dacron 
jacketed, neoprene fire hose for use 
indoors weighs two pounds less per 
50-ft length than standard hose used 
in the past, says the manufacturer. It 
is claimed to be more flexible than 
standard hose, and the lining elimi- 
nates the “weeping” usually associ- 
ated with unlined hose Hewitt-Robins 
Incorporated, Stamford, Conn. 


New Concrete Form Lubricant 


A new form lubricant for prestressed 
concrete leaves concrete with a smooth 
surface and will not build up in the 
forms according to the manufactur- 
er. The compound costs about 20 
cents a gallon, and ordinary spray- 
ing equipment can be used for ap- 
plying it to wood and steel forms. 
Shell Oil Co., 50 West 50th Street, 
New York 20, New York. 

more products on page 268 
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Office Literature 


Door Hardware (A.1.A. 27); complete *Ad- 
vanced Collection” of door hardware for all 
types of doors. Fully illustrated, with draw- 
ings showing dimensions. 21 pp. Elmer T. 
Hebert, 219 East 44 Street, New York 17, 
Ns Y. 


Formica Application Data Sheets 


Additions to the Formica handbook, 
including spec bulletins 112 B, for 
laminated counter top and base cabi- 
net; 115 A, for Formica panelling in 
shower and tub areas; 116 A, 117 A, 
for manufacturing Formica-covered 
hollow-core and solid-core doors, re- 
spectively; 118 A, for applying For- 
mica to metal elevator cabs. Formica 
Corporation, 4614 Spring Grove Av- 
enue, Cincinnati 32, O. 


Lighting Fixtures 


Catalogue of commercial units, trof- 
fers, strips, industrial reflectors, bul- 
lets, residential units, etc. 32 pp. 
Luminous Ceilings, Inc., 2500 West 
North Avenue, Chicago 47, Ill. 


New Bulletin on Circuit Breakers 


For residential, institutional, com- 
mercial, and industrial applications. 
Bulletin SD-100 gives detailed de- 
scription of QO breaker features, 
and information on load centers and 
panelboards. Tables and specifications 
guides are included as aids to selec- 
tion. 16 pp. Square D Company, 6060 
Rivard Street, Detroit 11, Mich. 


Doors, Windows, Glass Walls 


(A.I.A. 16-E) Contains illustrations 
and specifications of all Arcadia alu- 
minum and steel sliding glass doors, 
windows, and window walls. Both 
stock and specially made-up items 


shown. 36 pp. Arcadia Metal Prod- 


ucts, Fullerton, Cal. 


Plastics Catalogue 


Gives data and prices on plastics in 
the form of sheets, rods, tubes, balls, 
liquid, and films. 74 pp. Auburn Plas- 
tics Engineering, 4616-24 South 
Loomis Street, Chicago 9, Ill. 


The Talents of Tile 


. . . in School and College Buildings 
(A.I.A. 23-A-2) is a collection of pic- 
tures of Romany Spartan tile instal- 
lations. United States Ceramic Tile 
Company, 217 Fourth Street N. E., 
Canton 2, Ohio.* 


Underfloor Ductwork Catalogue 


CA.I.A. 31-C-62) includes descrip- 
tions of types and sizes of ducts, and 
fittings, as well as detailed dimen- 
sions. Spang-Chalfant Division, The 
National Supply Company, 2 Gateway 
Center, Pittsburgh 30, Pa. 


Weldwood Textured Wood Panelling 


. . . Contains data about four deco- 
rative plywood panels. 8 pp. Nancy 
Stuart, United States Plywood Cor- 
poration, 55 West 44 Street, New 
York 36, N: Y.* 
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Automatic Controls Catalogue 


. . . for heating, ventilating, and air 
conditioning systems describes a 
complete line of electric thermostats, 
pressure controls, humidistats, mo- 
tor-operated valves, etc. Operational 
and application data incorporated 
into each description. 52 pp. Barber- 
Colman Company, 1300 Rock Street, 
Rockford, Ilt.* 


Solar Screen 


... Bulletin containing eight new 
designs of ceramic veneer sun- 
breaks. Federal Seaboard Terra Cot- 
ta Corporation, 10 East 40 Street, 
New York 16, N. Y. 


Gymnasium Floor Facts File 


Includes information about sanding, 
sealing, stripping, finishing and 
maintaining gymnasium floors, as 
well as how to lay out a basketball 
court and much information about 
Midland Finish and sealer. Midland 
Laboratories, Dubuque, Iowa. 


Expansion Joint Standards 


Contains new information about de- 
sign, construction, application and 
testing of expansion joints. Accord- 
ing to the publisher, much of the in- 
formation included has not been 
published before in any textbook or 
handbook. 31 pp., $1.00. Expansion 
Joint Manufacturers Association, 53 
Park Place, New York 7, N. Y. 


Immersion Steam Boiler 


Bulletin No. 5208 gives specifications 
and sizes of the Sellers model 77-E 
Immersion Steam Boilers. Sellers 
Engineering Company, 4876 North 
Clark Street, Chicago 40, Ill. 


Fire and Flood 


Building Loss Possibilities From 
Fire and Natural Hazards discusses 
the damage that can be done to build- 
ings by windstorms, termites, light- 
ing, fire, earthquakes, floods and fire, 
and suggests preventative measures. 
Pertinent codes and standards are 
listed. National Board of Fire Under- 
writers, 85 John Street, New York 
38, N. Y. 


Vaportight Lighting 


Brochure describes aluminum wall 
and ceiling fixtures that are com- 
pletely gasketed and enclosed for op- 
eration in commercial and industrial 
buildings; contains specifications da- 
ta, drawings and photographs of fix- 
tures and accessories. McPhilben 
Lighting, Inc., 1329 Willoughby Ave- 
nue, Brooklyn 37, N. Y. 


*Additional product information in 
Sweet’s Architectural File, 1958 
more literature on page 300 


ANEMOSTAT reports on 
All-Air High Velocity Systems 


Anemostat Corporation of America 
pioneered the development of 
All-Air High Velocity Systems. 
Anemostat leadership in high velocity 
systems has resulted in more than 
500 fine installations using more 
than 60,000 units in office buildings, 
schools, hospitals, auditoriums, ete. 
throughout the United States, 
Canada and Mexico. 


Anemostat Selection Manual No. 60 
contains complete information on the 
many architectural and engineering 
advantages of the Anemostat 


All-Air High Velocity System. 


sneon BEER, ад. RA i 


Selection Manual No. 60 
will be sent to you 
promptly on request. 


ANEMOSTAT. 


DRAFTLESS Aspirating AIR DIFFUSERS 


ANEMOSTAT CORPORATION OF AMERICA 
10 EAST 39th STREET, NEW YORK 16, N. Y. 
REPRESENTATIVES IN PRINCIPAL CITIES 
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Exclusive 
self-lochi 
panels keer 


LEVEL 


—— P" 


Panel *'loching-lip" 
guarantees a micro- 
smooth ceiling unaffected 
by vibration. 
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Thanks to Eastern's advanced engineering, no other ay ` 
acoustical system ever offered so many unique advan- X 
tages to the architect. When you specify “Silent Ceil- 

ing," your ceiling problems disappear. 


Alignment is no problem! Eastern's all-metal panels lock them- 
selves together perfectly, permanently. 


Room height is no problem! Eastern's self-contained suspension 
hugs any type of ceiling construction. 


Installation is no problem! Eastern's longer modules, as long as 
12 feet, can be installed with maximum ease and speed. Sound- 
absorbing pads are fully pre-fitted into the panels. 


Maintenance is no problem! Eastern's baked-enamel finish won't 
stain or discolor. Panels stay level-perfect. T'he entire system rates 
Class A in flame resistance, high in efficiency. 


Write for detailed specifications and prices. 


Acoustical Division, Eastern Products Corp., 
1601 Wicomico St., Baltimore 30, Maryland. 


All-new, all-metal, all-in-one "Silent Ceiling". . . more sound control for less! 


PUBLIC SWIMMING POOLS: 1 
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Minimum Standards prepared by the National Swimming Pool Institute 


Items are numbered consecutively for convenience in identification 


DEFINITION AND POOL TYPES 


1. All 
pools other than residential pools shall be 


artificially constructed swimming 
deemed to be public swimming pools. This 
shall not be applicable to residential pools 
as defined or wading or spray pools, which 


shall be covered under separate sections. 


(a) Private pools which are excepted 
herein shall be defined as follows: "Resi- 
dential swimming pools include all con- 
structed pools which are used or intended 
to be used as a swimming pool in con- 
nection with a single-family residence and 
available only to the family of the house- 
holder and private guests.” 


(b) Classifications of Pools: For purposes 
of Minimum Standards, Public Swimming 
Pools shall be defined as listed in the fol- 
lowing categories, based upon specific char- 
acteristics of size, usage and other factors: 


Type "A"—Any municipal pool, community 
pool, public school pool, athletic or swim- 
ming club pool. 

Type "B'—Institutional pool (such as Girl 
Scout, Boy Scout, YMCA & YWCA, Camp- 
fire Girls and Boys’ and Girls’ Camps). 

Type "C"—Country Club, large hotels of 
more than 100 units, with pools having a 
water surface area in excess of 1600 sq ft. 
Type “D’—Motels and apartments, multi- 
ple housing units, small hotels of less than 
100 units, not open to the general public 
and with pools having a water surface area 
not larger than 1600 sq ft. 

Type “E’—Treatment pools, therapeutic 
pools and special pools for water therapy. 
Type "F"— Indoor pools. 

Exceptions: The above categories shall be 
the basis for certain specific variations from 
the Minimum Standards for public swim- 
ming pools as a whole. 


NOTE: plans and specifications with sup- 
porting data, prepared by a professional 


engineer or architect holding registration 
in the state where pool is to be constructed, 
shall be, as a prerequisite, submitted to and 
approval obtained from said state reg- 
ulator agency prior to award of any con- 
tract for equipment purchase or construc- 
tion. 


STRUCTURAL FEATURES, 
MATERIALS, MARKINGS 


2. Structural Stability: All public pools 
shall be constructed of an inert and endur- 
ing material, designed to withstand oll an- 
ticipated loading for both pool empty and 
pool full conditions. Working stresses shall 
be based upon predetermined ultimate 
strengths of materials used, with a factor of 
safety of not less than 2/5. 


Provision shall be made for the relief of 
pressures which might occur as a result of 
unbalanced exterior hydrostatic pressures, 
or means shall be provided for positive and 
continuous drainage from under the pool 
floor or around the pool walls, whether 


The technical data 
presented here gives 
basic requirements 
for public and semi- 
public pool design, 
systems and equip- 
ment. It is intended 
by the NSPI to serve 
as recommended mini- 
mum standards, and 
not as a model code. 


ground water is present, or might occur at 
some future time. 


Special provisions shall be made to protect 
the pool structures from both internal and 
external stresses which may develop due to 
freezing in cold climates. 


3. Obstructions: There shall be no ob- 
struction extending from the wall or the 
floor, extending into the clear area of the 
diving portion of the pool. There shall be 
a completely unobstructed clear distance of 
13 ft above the diving board. 


4. Wall & Floor Finish: Wall and floor 
finish shall be of masonry, tile or other 
inert and impervious material and shall be 
reasonably enduring. Finish shall be mod- 
erately smooth and of a white or light color. 


5. Depth Markers: Depth of water shall 
be plainly marked at or above the water 
surface on the vertical pool wall and on 
the edge of the deck or walk next to the 
pool, at maximum and minimum points 


" STANDS & BOARDS 


Depth—Feet & inches 


D-1 D-2 D-3 D-4 D-5 A B еј D E F 

Min. 5-0 4-6 10-0 9-9 8-6 5-0 *6-0 *9-0 20-0 1-0 8-0 
3-Meter Board 

Max. 5-6 6-0 10-0 

Min. 5-0 4-6 8-6 8-3 7-6 5-0 *6-0 *9.0 15-0 1-0 8-0 
1-Meter Board 

Max. 5-6 6-0 10-0 

Min. 5-0 4-6 8-0 7-6 2-6 16-0 16-0 12-0 1-0 8-0 
Deck Level Board 

Max. 5-6 4-0 10-0 
As D-2 varies between min. and max., D may vary, but slope of D may not exceed 1 fi 3123 Мау vary to attain 15'—0” Min. 
vert. to 4 ft horiz. D-1 shall be at end wall of diving area, or not more than 12 in. from it ї C May vary to attain total 12'—0" Min. 
. ә . е . . e e . e . . в е 9 е в е e e . в . . e ө е e e е 
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Standards 


Neoprene gaskets seal 


panel joints...speed erection 
of Thinlite Curtain Wall 


According to Owens-Illinois, their new Thinlite* Curtain 
Wall system provides all the structural components needed 
to enclose a building . . . yet offers the architect a maxi- 
mum of design freedom. To insure a weatherproof, trouble- 
free seal, this new system was designed with double neoprene 
gaskets at all vertical and horizontal joints. 


These gaskets come to the construction site already 
installed on individual panels, struts and sills. As the build- 
ing is erected, the mating of these components automatically 
forms a weatherproof seal that has proved to be completely 
watertight when exposed to simulated 80 mph winds. 


The neoprene gaskets used in the Thinlite system can 
be counted on to do their job effectively for many years. 
They won't crack or dry out, get hard, soft or take a “set” 
and lose their sealing pressure. 


Neoprene gaskets have the additional advantage of 
long-term resistance to sunlight, oxygen and ozone. In an 
early eurtain wall structure, they are still providing a main- 
tenance-free seal after five years' exposure to the elements. 
For more information and a list of gasket suppliers, send 
the coupon today. Patent pending 


The Thinlite Curtain Wall System includes jamb and head members, 
struts, sills, panels (in a wide choice of materials), and all standard 
erection accessories. After framing and struts are set, the panels are 


А " "e SS eg. NEOPRENE 
stacked vertically between the struts. Horizontal joints are sealed by E 3J \ GASKETS 


neoprene gaskets that come attached to the top and bottom of each 
panel. Vertical joints are sealed by two neoprene gaskets on each strut 
and by neoprene sponge on the screw-in batten strip. 


REG. V. S, РАТ. OF Fe 


NEOPRENE A" 


MOLDING 
BETTER THINGS FOR BETTER LIVING...THROUGH CHEMISTRY 


E. Il. DU PONT DE NEMOURS & CO. (INC.) 
Elastomer Chemicals Dept. AR-10 
Wilmington 98, Delaware 


Please send a list of neoprene gasketing suppliers and a copy of 


| 

I 

| 

l 

і 

| 

| your new booklet, NEOPRENE GASKETS FOR CURTAIN WALLS. GASKETS 
| 

| Мате. Title 
Firm 

1 Address 

і 

| City State 
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PUBLIC SWIMMING POOLS: 2 
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Minimum Standards prepared by the National Swimming Pool Institute 


and at the points of break between the 
deep and shallow portions and at interme- 
diate increments of depth, spaced at not 
more than 25 ft intervals. Depth markers 
shall me in numerals of 4 in. min. height 
and of a color contrasting with background. 
Markers shall be on both sides and ends of 
the pool. 


6. Lifeguard Chairs: Each public swim- 
ming pool shall have at least one elevated 
lifeguard chair. This shall be presumed to 
be adequate for 2,000 sq ft of pool surface 
area and one additional lifeguard chair 
shall be provided for each additional area 
of 2,000 sq ft or fraction thereof. Where 
a pool is provided with more than one life- 
guard chair and the width is 40 ft. or more, 
they shall be located on each side of the 
pool. In Types D & E pools, lifeguard 
chairs need not be provided. 


7. Life Line: A life line shall be provided 
at or near the break in grade between the 
shallow and deep portions of a public swim- 
ming pool, with its position marked with 
colored floats at not greater than 5 ft spac- 
ing. Life line shall not be 34 in. тіп. diam- 
eter and its terminals shall be securely an- 
chored and of corrosion-resistant material 
and of type which will be recessed or have 
no projection which will constitute a haz- 
ard. 


8. Ladders: A minimum of one ladder shall 
be provided for each 75 ft of perimeter 
and not less than two ladders shall be pro- 
vided at any pool. Where stairs are pro- 
vided in a pool, one ladder may be deleted 
for each set of stairs provided. A side hand- 
rail extending up above and returning to 
the horizontal surface of the pool deck, 
curb or coping shall be provided at each 
side of each ladder. 


All stairs entering a public pool shall be 
recessed. Àn exception to this may permit 
the construction of steps directly entering 
the pool and not recessed into the pool 
walls, in Types C, D, & E. 


POOL DIMENSIONS, 
WALKS, FENCES 


9. Shallow Minimum Depth: Every pub- 
lic swimming pool shall have a minimum 
depth in the shallow area of the main 
swimming area of not less than 3 ft, nor 
more than 3 ft 6 in. from the overflow level 
to the floor. Exceptions may be made for 
Types B, C, D & E pools, or in pools built 
principally for instruction, or in a recessed 
area of the main swimming pool where pool 


is of an irregular shape such as the leg of a 
T, L or Z. 


10. Shallow Area: In a swimming pool 
with a diving area, the shallow portion of 
the pool shall be defined as the portion 
between the shallow end and the break 
point between the shallow area and the div- 
ing area. The slope of the floor shall be 
uniform from the break between the diving 
area and the shallow portion to the outside 
edge of the shallow portion and shall not 
be greater than 1 ft of slope in 12 ft, except 
in small Type B pools where the pool is 
less than 42 ft in overall length, in which 
case the rate of slope shall not exceed 1 ft 
in 8 ft. 


11. Diving Area: The area of a public 
swimming pool where diving is permitted 
shall be, in the case of a rectangular pool, 
at one end, or may be in a recessed area 
forming one of the legs of a T, L or Z 
shaped pool, divorced from the main swim- 
ming area by a life line, or may be a wholly 
separate pool structure. Exceptions to this 
may be made in special-purpose type pools 
intended for training and instruction. 


Pools of the types wherein diving is permit- 
ted shall have adequate area and depth of 
water for safe diving and the minimum 
depth and area characteristics for this area 
shall be as indicated in the accompanying 
chart. 


12. Diving Towers: Diving towers in ex- 
cess of 3-meters in height shall not be con- 
sidered as acceptable in a public pool with- 
out special provisions, controls and definite 
limitations on their use. 


13. Vertical Wall Depth: As a minimum, 
the pool walls shall be vertical at all points 
for a depth of not less than 2 ft 6 in. 


14. Walks: Walks shall 
around the pool with a minimum width of 


be continuous 


8 ft of unobstructed clear distance including 
a curb at the pool edge, if such a curb is 
used. Exceptions may be made in Types 
B, C, D, E, & F as follows: B—4 ft; C— 
4 ft; D—4 ft; E—No minimum; F—4 ft. 


A minimum of a 3 ft walk width shall be 
provided on the sides and rear of any piece 
of diving equipment. 


All walks, decks and terraces shall have a 
minimum slope of М in. per foot to drains 
or points at which the water will have a 
free unobstructed flow to points of disposal 
at all times. 
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The finish texture of walks must be non-slip 
and such that there will be no discomfort to 
bare feet. 


Hose bibbs shall be provided around the 
perimeter of the deck area at intervals such 
that all parts of the swimming pool deck 
area may be reached with a 50 ft hose. 


15. Fence: A wall or other enclosure of 4 
ft minimum height and with maximum 2 
in. mesh, 2 in. wide vertical openings, or 
otherwise so constructed as to be difficult 
to climb, shall be provided completely en- 
closing the pool area, all of which shall be 
paved. 


Exceptions may be made for Types C & D 


In Types C & D where the fence is dis- 
pensed with, a hedge or other clear demar- 
cation shall be provided, with instructions 
and posting clearly defining the pool area 
as for bathers only and from which specta- 
tors and others in street clothes are rigidly 
excluded. 


Access to the pool by bathers shall be pro- 
vided only through the bathhouse or dress- 
ing room facilities, and any other fence 
opening shall be for service operations only. 


GUTTERS AND SKIMMERS 


16. Overflow Gutters: Àn overflow gut- 
ter shall be installed continuous around all 
public swimming pools, with the excep- 
tion that it may be eliminated in Types B, 
C, D & E. The overflow gutter may be 
eliminated across the top tread where steps 
occur. 


Overflow gutter shape, wherein the outer 
edge of the lip is flush with the pool wall 
above and below and the gutter entirely 
recessed, shall not be permitted. 


The overflow gutter depth below the over- 
flow lip shall be a minimum of 2 in. at 
the high points between drains. The drains 
shall be spaced at a maximum of 15 ft on 
centers and a slope provided in the bottom 
of not less than 272 in. in 10 ft. In no 
sense is this intended to preclude the use 
of roll-out or deck level type pools where 
other conditions are met and satisfactory 
design is provided. In an installation where 
the overflow gutter is not carried to waste 
but is a part of the recirculation system, the 
provisions of spacing of drains and slope at 
bottom of gutter may be modified but shall 
conform to good hydraulic design. 


The branch piping to each overflow gutter 
drain shall be not less than 2 in. 
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=== Block brings progress wherever it goes 
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Split block used in the Liberty Bank Building, Honolulu, Hawaii. Vladimir Ossipoff, Architect. 
Ask your local NCM A member for a copy of the new booklet “Split Block Architecture.” 


National Concrete Masonry Association - 38 South Dearborn Street - Chicago 


PUBLIC SWIMMING POOLS: 3 
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(to be continued in a future issue) 


Minimum Standards prepared by the National Swimming Pool Institute 


Where overflow gutter drains discharge into 
sanitary sewers, a trap shall be provided 
in each main before discharge into the 
sewer. 


The overflow gutter mains shall have a 
sufficient minimum size and be increased as 
necessary to carry the overflow water freely 
with a maximum of 2 ft pressure head or 
surcharge, at all times. 


Where overflow gutters discharge into a 
sanitary sewer or storm sewer, an air-gap 
of not less than 1 ft shall be provided be- 
tween the point of discharge of the gutter 
and the drains into the sewer, or a relief 
manhole shall be provided where surcharge 
or back pressure will overflow at a point not 
less than 12 in. below the elevation of the 
overflow gutter fittings in the gutter. 


Disposal of water from the overflow gutters 
may be either to waste or may enter the 
circulation system and be filtered and re- 
turned to the pool. 


17. Surface Skimmers: Skimmers may be 
permitted in lieu of overflow gutters on 
swimming pools of Type B, C, D & E, pro- 
viding acceptable handhold is installed. At 
least one skimming device shall be provid- 
ed for each 800 sq ft of surface area or 
fraction thereof. The handhold must be no 
more than 9 in. above the normal water 
line. Skimming devices shall be built into 
the pool wall, shall adequately remove 
floating oils and waste and shall meet 
the following general specifications: 


(a) Each skimmer shall be designed for a 
flow-through rate of at least 30 gallons per 
minute and the total capacity of all skim- 
mers in any pool shall be approximately 
5096 of the required filter flow of the re- 
circulation system. 


(b) They shall be automatically adjustable 
to variations in water level over a range of 
at least 3 in. 


(c) An easily removable and cleanable 
basket or screen through which all overflow 
water must pass shall be provided to trap 
large solids. 


(d) The skimmer shall be provided with a 
device to prevent airlock in the suction line. 
If an equalizer pipe is used, it shall provide 
an adequate amount of makeup water for 
pump suction, should the water of the pool 
drop below the weir level. This pipe shall 
be at least 2 in. in diameter and shall be 
located at least 1 ft below the lowest over- 
flow level of the skimmer. 


(e) An equalizer line shall be provided 
with a valve that will remain tightly closed 
under normal operating conditions, but will 
automatically open at a differential of not 
more than 4 in. between the pool level and 
the level of the overflow tank. 


(f) The overflow weir shall be of sufficient 
length to maintain a rate of flow of at 
least 20 gallons per minute per lineal foot 
of weir lip. 


(g) Skimmer shall be of substantial, endur- 
ing and reasonably corrosion-resistant ma- 
terial. 


One skimmer will be placed at a point in 
the pool opposite the direction of prevailing 
summer winds. 


FILTRATION 


18. Recirculation and Filtrations: All 
public swimming pools shall have recircula- 
tion and filtration equipment provided for 
water purification in accordance with cri- 
teria in this report. 


19. Filters, Sand: These minimum stand- 
ards shall apply, where applicable, to either 
gravity or pressure sand filters. 


Filter tanks shall be designed with a factor 
of safety of 4 in relation of working pres- 
sure to ultimate strength. 


The filter bed shall consist of suitable 
grades of filter sand and a supporting bed 
of graded gravel or other porous material 
which shall serve to support the filter bed 
and distribute both filtered and backwash 
water uniformly. The supporting bed con- 
sisting of graded gravel or other material 
shall support not less than 20 in. of filter 
media consisting of silica sand or other 
durable, inert material with an effective 
size between 0.4 and 0.55 mm, and a uni- 
formity coefficient not exceeding 1.75. 


The minimum freeboard to the draw-off 
point shall be not less than 12 in. above 
the normal level of the top of the filter 
bed. The minimum backwash rate shall be 
not less than 12 gallons per square foot of 
filter bed per minute. 


Where anthracite coal or other filter media 
is employed, the freeboard shall be ade- 
quate to prevent the media being carried 
off to waste when the filter bed is back- 
washed at a rate adequate to carry off 
foreign material filtered from the water. 
The freeboard and the rate of backwash 


shall be the subject of individual design, 
based upon specific gravity of the media. 


Under-drain system shall be such that uni- 
form distribution of backwash water shall 
be provided over the entire bed area. 


Ratio of total under-drain orifice area to 
total area of bed shall be not less than .25 
per cent. 


Orifices in the under-drain system shall be 
spaced at approximately 6 in. on centers 
both ways throughout the area of filter bed. 
The total orifice area may be provided by 
means of porosity of the material over the 
total under-drain area. 


Under-drain system shall be provided of ma- 
terial which is corrosion-resistant and en- 
during, wherein the orifices shall be so de- 
signed and of such material that they will 
maintain approximately constant area. 


Where the under-drain system is of mani- 
fold and lateral type, the total area of the 
manifold shall be equal to not less than the 
total area of the laterals. The total area of 
the laterals shall be not less than 1% times 
the total area of the orifices. 


Design rate for sand filters shall be 3 gal- 
lons per minute, per square foot of bed 
area, as a minimum standard. 


The filter plant shall be provided with in- 
fluent and effluent pressure gauges, back- 
wash sight glass and air-relief valves. 


The filter plant shall be provided with face 
piping and valving to permit the functions 
of filtering to pool or backwashing to waste 
with the battery as a whole or any unit 
operated singly. 


The filter plant shall be provided with 
means for draining all filter units and 
piping, so that all parts of the system may 
be completely drained to prevent damage 
from freezing. 


Each filter unit shall be provided with an 
access opening of not less than a standard 
11 in. by 15 in. manhole and cover. 


Pressure filter tanks shall be supported by 
jack legs or other supports to give a free 
movement of air under each tank and to 
permit access for painting. 


Filter turn-over cycle shall be of capacity 
to completely filter the entire pool body in 
not more than 8 hours. 
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Technical Roundup 


Industrial Reactor 
continued from page 230 


clude study of the effect of direct ra- 
diation on products or processes. Ex- 
posure to radiation is effected by 
opening up holes in the sides of the 
pool, by passing a sample through 
the pile using the pneumatic tube 
“rabbit” (blower visible in Fig. 4), 
or by several other means. The irra- 
diated sample may then be examined 
or worked on in the hot cells men- 
tioned above, using remote manipu- 
lators and observing the operation 
through 3 ft thick boron glass win- 
dows. “Cooler” samples are dealt 
with in the laboratories in the North 
wing where, as in the whole building, 
the air is monitored to detect danger- 
ous radiation levels. 

Structural engineers were Sever- 
ud, Elstad & Kruger and the mechan- 
ical engineer was Guy B. Panero. 
Overly Manufacturing Co. provided 
the dome covering. The builder was 
the Turner Construction Co. and the 
building is owned by: 

National Lead Co., The American 
Tobacco Co., Continental Can Co., 
Corning Glass Works, Socony Mobil 
Oil Co., U. S. Rubber Co., American 
Machine & Foundry Co., Atlas Pow- 
der Co., Radio Corp. of America, Na- 
tional Distillers and Chemical Corp. 


Modules for Texas Schools 
continued from 230 


The first stage of the project was 
the investigation and collection of 
background information. This was 
pursued in three aspects. One aspect 
dealt with data on all that had been 
done and written about the subject. 
This traced the development of the 
idea in the United States and Eu- 
rope. Much has been done by the 
European Productivity Agency, an 
organization of several European 
countries teamed up to develop a 
modular system for the building in- 
dustry. 

Another aspect was to search the 
literature and interview architects, 
administrators, and teachers about 
educational philosophy, methods of 
procedure and ideas for space utili- 
zation. For how many purposes 
should space be used? It was impera- 
tive that the research staff have a 
fair degree of understanding of the 
type of educational environment that 
is desired. 

The third aspect of the back- 
ground study was to get the reac- 
tions of the building industry. Mem- 
bers of the building research staff 
conferred with architects and indus- 
try representatives in all sections of 
the nation. Almost every official con- 
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tacted was enthusiastic about this 
project. Many of those contacted 
were practitioners who had studied 
and incorporated the modular meth- 
od in their office procedure. 

The research staff is examining 
plans and specifications of school 
buildings completed recently. In all, 
125 plans were selected from out- 
standing buildings. 

The plans are being examined: 

1. To determine if there were basic 
measurements common to all schools 
and what were the deviations, and 

2. To determine whether these 


buildings were designed with modu- 
lar coordination and, if not, what 
changes would have been necessary 
to make such a design, and if it 
would have improved the dimension- 
al quality of the building. 

Other phases of the study will deal 
with space utilization by teachers 
and pupils, explore the feasibility of 
developing a numbers system for 
materials and component dimensions 
and formulate tentative grid pat- 
terns for planning design and con- 
struction. 

more roundup on page 246 


4002-3, 1%” 
4004, 125," 


Detailed dimensions of closers, and 
positions relative to door, wall 
and trim, are available on request. 


APPLICATION DETAILS 


for the New LCN "Smoothee" Exposed Door Closer 
Shown on Opposite Page 


As Demonstrated in Drawings Above: 

1. The LCN *'Smoothee" takes less space than most 
doorknobs between door and wall. 

2. Degree of door opening possible depends mostly 
on type of trim and size of butt used. 

3. Arm of LCN *'Smoothee" is curved to avoid con- 
flict with almost any conventional trim. 

4. Joints in arm and shoe make it easy to vary the 
height of shoe as needed for beveled trim. 

5. Power of closer is increased or decreased by simply 
reversing position of shoe. 


May we send a descriptive folder? Or a complete 
LCN Catalog, if you like? Address 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 


Canada: Lift Lock Hardware Industries, Ltd., Peterborough, Ontario 
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48-250 open reflector downlight uses 
inexpensive general service type lamps up 
to 300 watts. Most often specified for de- 
partment stores, banks and public lobbies. 


¿ 
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Chemical Corn Exchange Bank, New York 
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48-500 high ceiling ellipsoidal open reflec- 
tor downlight for auditoriums, churches, museums, 
Available with Alzak natural or golden reflector 
in 300, 500, 750 and 1,000 watt sizes. 


ор 


downlights by mc Philben 


cooler burning 
lower maintenance costs 


48-1220 for gymnasiums and lunchrooms, 
playrooms and arenas. Spoke guard is of selid 
cast aluminum, heat-treated for strength, Avail- 
able for surface, recessed, pendant or l-beam 


installations, Wattages up to 1,000 . , . also in . , А А ч : . | 
mercury vapor series. mcPhilben's 48 series interior downlights were selected to light the main 


area of the Chemical Corn Exchange Bank in New York in 1957. Today, after 
more than a year of operation, maintenance engineers report an operating 
efficiency and lamplife unequalled by any other downlight in use. 


tested and proved 


All mcPhilben interior downlight units are equipped with cast aluminum 
radiators and cooling fins. This outstanding engineering feature assures 
cooler burning and longer lamplife. In addition, reflectors remain cleaner and 
brighter for longer. . . as proved in the I.E.S. test shown below. 


This photographic report taken by the Committee Full details on these downlights are now available on individual specification 


on Lighting of the Central Station Properties, ^ и 3 е 
асна Engineering, Sucher 1n Cauber 1984 data sheets. Ask your mcPhilben representative for your copies or write to 
visually proves the importance of properly vene mcPhilben. Ask for the 48 and 84 lines, 
tilated lamp husks. 
Dirty improvement Cleanest 
No. 1 Test No. 2 Test No. 3 Test 
No vents Vents poorly Venis properly 
located located 


mc Philben 


LIGHTING COMPANY 


1329 WILLOUGHBY AVENUE, BROOKLYN 37, NEW YORK 
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Here, No. 66 expansion casing 
bead provides permanent 
separation between 
acoustical-plaster ceiling 

and sanded-plaster wall. 


Milcor Casing Bead separates 
acoustical and sanded plasters 


In the above installation, Milcor Casing Bead 
provides a neat, clean, permanent line of demarcation 
between an acoustical plaster ceiling and a sanded 


plaster wall. This is only one of many uses for 
Milcor Casing Bead. 


Milcor Casing Bead’s versatility makes it the 
perfect answer for neat plaster terminals — 
places that require (1) The permanence of steel; 
(2) Resistance to fire and impact. 


Milcor Casing Bead is available in a variety 
of styles — in short-flange and expansion- 
wing types. See Sweet's, Section 12a/In 
— or write for Catalog 202. 


MircoR CASING BEAD 


INLAND STEEL PRODUCTS COMPANY 


Dept.X, 4033 West Burnham Street, Milwaukee 1, Wisconsin 
ATLANTA е BALTIMORE өе BUFFALO e.CHICAGO ө CINCINNATI èe CLEVELAND e DALLAS € DENVER ө DETROIT 
KANSAS CITY è LOS ANGELES è MILWAUKEE * MINNEAPOLIS e NEW ORLEANS e NEW YORK е ST, LOUIS. 
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Hot & Cold (Pressure) Air-Cooled 5-gal. capacity Compartment (Bottle) Water-Cooled 14-gal. capacity 


More people drink from 


EOTINGHOUSE WATER COOLER 


than from any other brand 


That's because there's exactly the right type and size 
Westinghouse Water Cooler for every need 


Explosion-Proof (Stainless Steel) . M. Cooleret (Gray; Pressure) "Bilt-In" 10-gal. capacity Air-Cooled 17-gal. capacity 
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` 1 
Hot & Cold (Bottle) Cooleret (White; Bottle) 


ooleret (White; Pressure) Water-Cooled 20-gal. capacity Explosion-Proof 14-gal. capacity Air-Cooled 13-gal. capacity 


Pick the cooler that suits you best. . . built by the company 
that has led the way in water coolers for over 25 years . . . Westing- 
house. Choose from 21 handsome models designed with all the most 
advanced features for greater convenience, efficiency, economy. 


Westinghouse Water Coolers are available through AMSTAN, 
Noland and other leading plumbing wholesalers. Also through all 
branches of Westinghouse Electric Supply Co. Ask them about the 
Special Westinghouse Offer for architectural firms. They're listed in 
the Yellow Pages. 


you CAN BE SURE...ir ITS V Vestinghouse 


Explosion-Proof 8-gal. capacity Westinghouse Electric Corporation, Water Cooler Dept., Springfield 2, Mass. 
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boiler room 


Cleaver-Brooks packaged boilers help 


make the boiler room beautiful at Whirlpool 
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The place: Whirlpool Corporation’s 
administrative center outside St. 
Joseph, Michigan. 


The architects: Smith, Hinchman 
& Grylls, Detroit. 


The installation: A matched pair of 
Cleaver-Brooks Model CB heating 
boilers installed by C. L. Mahoney 
Company, Kalamazoo. 


A boiler room with draperies on 
the picture window speaks for the 
cleanliness, the lasting beauty of 
Cleaver-Brooks’ packaged boilers. 
And that’s not all. Remarkable 
compactness means freedom from 
the design limitations of larger, 
bulkier units. 

Save on construction, too — 
thanks to the design and low head- 
room requirements of a Cleaver- 
Brooks boiler. The boiler can be 
placed on grade without fear of high 
water table or bedrock problems. 

All this plus long-range operating 
economies through Four Design 
Standards combined only in a 
Cleaver-Brooks boiler: 4-pass gas 
travel . . . 5 sq. ft. of heating sur- 


face per boiler horsepower . . . 
forced draft . . . updraft construc- 
tion. 

Write today for facts about Cleav- 
er-Brooks packaged boilers (15 to 
600 hp; 19 sizes, 130 models; steam 
or hot water; oil, gas or combina- 
tion oil/gas fired). Send for your 
Cleaver-Brooks layout guide to sim- 
plify boiler room planning. Cleaver- 
Brooks Company, Dept. L, 362 E. 
Keefe Avenue, Milwaukee 12, Wis. 


Matched pair of Cleaver-Brooks Model CB 
boilers as installed at Whirlpool Corp. 


Cleaver А, Brooks 


ORIGINATOR AND LARGEST PRODUCER OF PACKAGED BOILERS 
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Technical Roundup 


Btu Meter Determines Heating- 
Cooling Costs at Idlewild Airport 


Hot water for heating and chilled wa- 
ter for cooling the far-flung build- 
ings at New York’s new Internation- 
al Airport is supplied by the Port of 
New York Authority from a central 
plant that forms the heart of the 
largest non-military high tempera- 
ture water system in existence. Ma- 
jor domestic airlines will draw from 
this central source to heat and cool 
their own separate terminals, and 
will be charged accordingly. 

However, since the individual ter- 
minals will have different periods of 
operation, different heat transfer 
characteristics and different air con- 
ditioning requirements, the usual 
method of charging on a square foot 
basis was clearly inequitable; and 
the Port Authority was faced with 
the problem of establishing an ac- 
curate measure of “accordingly.” 

Its solution is a Btu meter which 
consists of a liquid meter, an inte- 
grator and two temperature sensing 
bulbs, one in the supply main and 
" = ЕЧ | 


м. 


опе in the return main. The total 
Btu’s consumed are determined by 
the integrator, which mechanically 
multiplies the temperature difference 
by the weight of water used, and reg- 
isters the cumulative result on the 
face of the meter. 

Two such meters, one for chilled 
water and the other for high temper- 
ature water, are being used to meas- 
ure the cost of heating and cooling 
the Port  Authority's Operations 
Building at Idlewild. Others may be 
installed in the lines serving the in- 
dividual terminals so that charges 
for heat and refrigeration can be 
based on actual use. 


Deep Freeze in Chase Basement 


Last June, when a still-unex- 
plained accident caused a crane to 
fall into the great hole dug into the 
financial district of New York for the 
Chase Manhattan building, a 40-ft 
bracing I-beam was bent. The re- 
placement had to fit in place and be 

continued on page 253 
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© BEFORE YOU CHOOSE LIGHTING ` 
9 ... get this free book! 
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Tells how CBM 
protects you on these 
and other 
pay-off factors... 


ee | j @ L^ 
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, к з ee CBM ballasts a 


BALLAST LIFE—Certified re tested 
for temperature . . . must confine to set limits, 
as overheating drastically cuts ballast life. 


QUIET OPERATIO ICBM specifications require CB | E CU 


ee sem sutor bone . RATED LIGHT OUTPUT— Certified CBM ballasts 
їс, ве {Шш i wel орыны quistiy ва are "tailored to the tube" . . . assure rated light 


not create objectionable noise. output, steady light, peak lighting performance. 


i 
1 
4 


Send for this free booklet and learn how these factors and 
11 others help insure your lighting investment when 
you buy fixtures equipped with Certified CBM ballasts. 


CBM 
CERTIFIED 
y 


Eight leading manufacturers now make up the association of 


CERTIFIED BALLAST MANUFACTURERS 


2116 KEITH BUILDING e CLEVELAND 15, OHIO 


a Participation in CBM is open to any manufacturer who wishes to qualify 
CBM-6-U 
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(iss) AmBridge Modular Schools 


COUPON: Clip and send today for com 


School Components. 


AmBridge Modular School Components 


m 1831D Aa 
pee en Bridge Division 


ited States Steel | 
Un budda 30, Pennsylvania 


plete description of A 


mBridge Modular 


Proud new school: 


American Bridge Division, U. S. Steel—with over 
50 years’ experience in precision steel fabrication 
and erection— presents an integrated group of steel 
modular components for high-quality school build- 
ings. Their flexibility, architectural freedom and 
ease of design make USS AmBridge Modular School 
Components big news and good news for architects. 


Quality. Every AmBridge Modular School Com- 
ponent has been tried and proven architecturally. 
Stainless steel, porcelainized or baked enamel exte- 
rior curtain walls and interior steel partitions are 
available in a wide range of pleasing colors, permit- 
ting great latitude for aesthetic consideration. 

The structural components include AmBridge 
Standard and Longspan Steel Joists, steel roof 
deck, and tubular steel columns, assuring the great 
structural stability proved in thousands of other 
buildings. 


Construction and design speed. Every AmBridge 
Modular School Component is fabricated to fit 


American Bridge 
- Division of 


readily and precisely, making it possible to con- 
struct in weeks a beautiful building that will serve 
a lifetime. Furthermore, the modular design and 
speed of construction greatly reduce the architect’s 
design time and site supervision. 


Design freedom. The flexibility of the structural 
frame, the multiplicity of components and the great 
variety of panel colors and finishes give the designer 
great latitude for creativity. Modern architectural 
features can be freely expressed. USS AmBridge 
Modular School Components blend well with exist- 
ing architectural atmosphere and other building 
materials which you may wish to use to complement 
the steel components. Whether you are designing a 
new school or an addition, attractive AmBridge 
Modular School Components will reflect the archi- 
tectural character you desire. 

American Bridge specialists will be glad to dis- 
cuss with you the specific application of these time- 
saving modular steel components. 

USS and AmBridge are registered trademarks 


| Un States § 


THE PICTURES: 


EARLY BIRDS—Left: This picture was taken in 
August. On September 2, the boys probably weren't 
nearly so anxious to get inside their new Am Bridge 
Modular School. But, once in, they'll find that lots 
of natural light, color and modern beauty will help 
make learning a little easier for them. 


А IS FOR ATTRACTIVE—Below left: The beauty 
of this AmBridge Modular School will always 
remain because the weather-tight, vermin-proof 
walls are made of durable steel. Permanent panels 
eliminate extensive refinishing and frequent clean- 
ing. Modular construction makes expansion of this 
school a simple matter. 


B IS FOR BRIGHT—Below center: A comfortable 
teacher’s room—typical of the auxiliary features 
easily incorporated in any USS AmBridge Modular 
School. Interiors come in 16 colors. 


С IS FOR CHEERFUL—Below right: Everyday is 
a bright day in this pleasant, well-lighted class- 
room . . . a natural environment for study. Since 

5s. ‘steel partitions don't support roof, the room size 
can be changed easily at any later date. 


Designed by J. Trevor Guy, A.I.A., Cleveland, Ohio. 


a solution for you? 


FIRST with the features 
FLUSH VALVES that cut maintenance 


MORE SAVINGS for your clients when you specify WATROUS 


Everybody benefits from a better, more 
dependable installation when you pick 
Watrous Flush Valves. Watrous design 
features tell the story. Self-cleansing 
by-pass (above) for example, purges 
the by-pass before each flush — quickly 
rids itself of obstructions that could 
cause trouble. It’s a typical Watrous 
advantage . . . one reason your clients SINGLE-STEP SERVICING SELF-TIGHTENING HANDLE 
get more for their money with Watrous. cuts maintenance time. Б енеге 
akes up for wear, 
More advantages are extra-attractive 
styling . . . wide selection of diaphragm 
and piston type valves to choose from 
. .. plus water economy, dependability 
and easy service features other flush 
valves cannot equal. 


For complete information on the line that’s FIRST in 


features, FIRST in quality — write for Catalog 449-A SCREENLESS SILENT-ACTION : WATER-SAVER ADJUSTMENT 


ends objectionable flushing D stops water waste — cuts 
noises, (Optional), : water costs. 


IMPERIAL пс тС Э — THE IMPERIAL BRASS MFG. CO. 
v и 6300 West Howard St., Chicago 48, Ill., Dept. AR-108 


ADJUSTABLE FLUSH VALVES BOTH DIAPHRAGM AND PISTON TYPES 
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Р ОІМ ОТЧ А Praise 


м. 


A 


harrow stile lock specialists 


...аї the service of the sliding-door industry 


ADAMS-RITE established the concept that sliding glass doors can and should be 
secured with locking devices as modern and as functional as the doors themselves. 
Only ADAMS-RITE locking devices fulfill the most rigid requirements —heavy, 
hooked-shaped deadbolts that are adjustable, that fit inside the door rail, that are 
operated by positive turn action and, when necessary, controlled by standard cylin- 
ders. Residential front door keying or commercial master systems are optional. 


The ADAMS-RITE 1848 Deadlock provides each of these important features to satisfy 
the needs of architect, manufacturer, contractor and final user alike, 


E 1848 


The 1848 Sliding Wall Deadlock shown above measures only 3347 x 118” х 14”, has а 
collapsible bolt for protection of door and lock, and operates with positive *'feel appeal’’. 
To compensate for possible misalignment of door and jamb, bolt projection can be 
adjusted a full 3" by simply turning a screw in the lock face. The 4025 cylinder group 
is a clean-lined outside pull, offering key control that can be keyed-in with most popular 
cylinder systems. 


Specialists in 
Narrow Stile 

Locking Devices ша 
Sor Sliding 


and Swinging MANUFACTURING COMPANY 


Glass Doors 
Dept. AR-108, 540 West Chevy Chase Drive, Glendale 4, California 
In addition to being the leading manufacturer of narrow stile sliding and swinging door locking devices, ADAMS-RITE also 


supplies virtually all the locking devices and handles for commercial and military aircraft in the United States—an overe 
whelming testimonial to the superiority of ADAMS-RITE design and the lasting strength of ADAMS-RITE products, 
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The sliding door manufacturers listed below 
are representative of those in the industry 
who provide ADAMS-RITE extra quality 
locking devices as standard equipment, 


ABC SLIDING GLASS DOORS 


ae гаи Company, Dept. G2 
Po. B75 Б pany, Dep 
Ojus, Florida 


ADOR 
ADOR THERMODOOR 


Ador Sales, Inc. 
2345 W. Commonwealth Ave, 
Fullerton, California 


CUSTOM-G 


The Alumiline Corporation 
Pawtucket, Rhode Island 


ALUMINAIRE 
Aluminaire Company 
1743 No. Country Club Drive 
Mesa, Arizona | 


PATI-DOR 
Aluminum Metals Company 
1733 Sebastopol Road 
Santa Rosa, California 


CRESTVIEW 


Aluminex, Inc. 
2408 Forney Street 
Los Angeles 31, California 


VACOL 
ү. Ж im Mfg. Co., Inc, 
Bradenton, Florida 

NU-VU 
Bailey-Kelleher Company 
500 Bellevue 


Detroit 7, Michigan 


BELLEVUE DELUX STEEL 
BELLEVUE DELUX ALUMINUM, RAMONA 


Bellevue Metal Products 
1314 E. First Street 
Los Angeles 33, California 


GULFSPRAY LONE STAR 


Binswanger & Co. of Texas 
P. 0. Box 3051 
Houston 1, Texas 


BRITT DELUXE 


Britt Sliding Door Corporation 
2501 Wroxton Road 
Houston 5, Texas 


BELLA VISTA, BELLA'S CHAMP 
Bur-Val Mfg. Co., Inc, 
1012 No. Lake Street 
Burbank, California 


FLEETLITE 
Fleet of America, Inc. 
2015 Walden Avenue 
Buffalo 25, New York 


B. S. D. 
Glass Shower Door Co., Ine: 
105 W. Wacker Drive 
Chicago 1, Illinois 


CORONA 
H & D, Inc. 
6515 Highway 99 So, 
Everett, Washington 


ARTDOR BY BASCO 
Hecker Mfg. Co. 
758 Clementina Street 
San Francisco, California 


THE HELLER DOOR, EL PATIO 


The Heller Company 
715 Francis Street 
Houston, Texas 


CAPISTRANO, MALIBU 


Malibu n Corporatio 
P. О. Box 413 " 
El Monte, California 


CONTINUED . . . listing of major sliding door 
manufacturers who provide ADAMS-RITE 
locking devices as standard equipment: 


MARSHALL PRESTIGE 
Marshall Aluminum Products 
3400 Fowler Street 
Los Angeles, California 


ARISLIDE 
Michel & Pfeffer Iron Works, Inc. 
212 Shaw Road Mit 
South San Francisco, California 


MODERNVIEW 
Modern Shower Door Company 
1804 E. 40th Street 
Cleveland 3, Ohio 


NUDOR, d'COR 


Nudor Mfg. Corporation 
7326 Fulton Avenue . 
North Hollywood, California 


PITTCO 


Pittsburgh Plate Glass Company 
One Gateway Center | 
Pittsburgh 22, Pennsylvania 


ROMAN, CHALLENGER 


Roman Metal Products, Inc. 
P. 0. Box 4477 
Tucson, Arizona 


RUSCO DELUXE, RUSCO THERMODOOR 


F. C. Russell Company 
P. 0. Box 26 
Columbiana, Ohio 


TODA VISTA 


Samuels Glass Company 
221 Newell Avenue 
San Antonio 6, Texas 


VUE LUME, BON AIR, DE VILLE 
and EL DORADO 


Shower Door Company of America 
1 Permalume Place, N.W. 
Atlanta 18, Georgia 


SLIDEVIEW 


Slideview Door & Window Company 
P. 0. Box 409 
ЕІ Monte, California 


CUSTOM, CUSTOM INSULATED 


Smithcary Corporation 
P. 0. Box 596 
Magnolia, Arkansas 


IMPERIAL, SENIOR & JUNIOR 


Sun Valley Industries, Inc. 
8354 San Fernando Road 
Sun Valley, California 


SPECIALUME 


Specialume Products, Inc. 


Sarasota, Florida 


ALL STEEL QUALITY, STEEL 


FRAME ALUMINUM 


Steelbilt, Inc. 
18001 So. Figueroa 
Gardena, California 


SILVERNAIL 


St. Petersburg Glass & Mfg. Co. 
2201 First Avenue So. 
St. Petersburg, Florida 


VISTA 


Vista Sliding Doors 
7052 Laurel Canyon 
North Hollywood, California 


CAPRI CONTINENTAL 
T. V. Walker & Son, Inc, 
217 No. Lake Street 
Burbank, California 
AER-LITE 


Wood-Land Mfg. Co, 
1510 W. Broadway 
Phoenix, Arizona 


ADAMS-RITE 


MANUFACTURING COMPANY 


Technical Roundup 


continued from page 246 


stressed the same as the original. 
The rub was in the “stress” part of 
the specification. The solution, log- 
ically simple but logistically com- 
plex, was to fit a slightly shorter re- 
placement into place, build a wood- 
en trough around it, and fill the 
trough with dry ice (7 tons of it). 
When the beam was 50 degrees cold- 
er than the air, wedges were driven 
at both ends and the dry ice removed. 
The result was an exact replacement 
in length and stress. 


Rigid Frames, Sprayed Fireproofing 
Cut Cost of Twin Office Towers 


Two Los Angeles office buildings, lo- 
cated only two blocks apart and iden- 
tical above the second floor, are re- 
ported to have the added distinction 
of being the lightest limit-height 
steel structures on the West Coast. 
The substantial steel savings (three 
to four pounds per square foot over 
similar buildings) is attributed to 
the rigid welded frame and to the use 
of lightweight aggregrate gypsum 
plaster for membrane fireproofing 
and spandrel walls. 


FURR'G ы; 

К ТҮР. 

= FIREPFG 
METAL | EXP. 
LATH | METAL 

} LATH 


GYPSUM Л: 


ЧТ] VERMICULITE PLASTER 
"| PNEUMATICALLY APPLIED 
"V VERMICULITE CONC. 


B “N METAL: LATH- PAPER SIDE OUT 
КЕҢ CLIP To 172" C'S 


TYP. SUSPENDED 
ACOUST. TILE CEILG 


TYPICAL SPANDREL 


The all welded two-way frame used 
for each four by eight bay tower is 
rigid in both directions, making it 
possible to eliminate all structural 
walls, including shear walls, above 
the basement level. This in turn per- 
mitted the use of lightweight materi- 
als for the interior partitions and 
exterior skin, a factor which is re- 
flected back into savings in the 
weight of the structural steel. Fur- 
ther savings were achieved via the 
use of fully continuous, end-canti- 
levered girders. 

The portions of the exterior walls 
that were required by the Los An- 
geles building code to be of four hour 
fire resistant construction consist of 
4 in. thick vermiculite concrete 

continued on page 260 


The trend toward better masonry 


construction calls for both control 
joints and reinforcing—use both 


to provide maximum strength 
and protection. 


BLOK-JOINT rubber’ extrusion 


for making fast, effective 
4 control joints. Used with 
ordinary metal sash blocks. 
Allows both contraction 
and expansion in control 
joints. Can be used in 
single walls, block walls 
faced with other masonry 
and at pilasters or col- 
umns. 


exclusive deep swedges for 
better bond with the mor- 
tar. The  well- defined, 
squared notches give more 
gripability with the mor- 
tar— a tighter bond for 
more strength. 


BLOK-MESH intorcing with the 


Write for free Blok-Joint sample and detailed 
literature on both Blok-Joint and Blok-Mesh 
“2-point” Masonry Wall Protection 


For Details See 4h 3c 
Car Car 
Arch. industrial 


File Constr. File 
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Individual room, fan-coil units for 


summer cooling and winter heating 


of multi-room structures 


Tonrac® Cenirifugal Refrigeration Machines main- Type AB Multi-Zone Unit. Single arrange- 
tain constant chilled-water temperature regardless 


ment provides either vertical or horizontal 
of load. Advanced design, quiet operation. blow. Designed for either low-pressure or 
high-pressure systems. 
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American Blower Packaged Air Condi- 
tioners. Sizes from 3 to 20 tons. Air- or 


water-cooled models for use with or 
without ductwork. 


BLOWER DIAFLO ~= 


UNIT AIR CONDITIONERS 


Diaflo units are designed, engineered, and 
manufactured to meet the professional requirements 
of each member of the building team 


Architect 


“They provide the design flexibility 
and pleasing appearance an architect 
JPN likes in a unit air conditioner. They 
“= adapt readily to both new and existing 
= buildings, with a choice of lengths to 
fit modularly spaced partitions. Diaflo 
units are completely suitable for new 
curtain-wall-type buildings or for other 

types of construction.” 


2 Mechanical Contractor 


PNT 
\ Y Г 2 *Diaflo units provide a really ‘clean’ 
| \ 7 installation. Base unit is easily mounted 


with free access on both ends for all 
connections. Installer can work freely 
without being cramped. This saves 
time and money. Then just prior to 
start-up, clean, undamaged enclosure 
can be hung in place." 


You can pinpoint responsibility for equipment 
performance, delivery dates, user satisfaction 
on any air-conditioning system you plan by 
using American Blower equipment . . . the 
complete line that's designed, engineered, and 
manufactured to work together. 


American-Standard 


AMERICAN BLOWER DIVISION 


Consulting Engineer 


“‘They’re versatile mechanically, too, 
with rugged, heavy-gauge construction. 
Two basic units permit either vertical 
or horizontal installation. Front or top 
discharge is available on vertical unit. 
Universal coil permits summer cooling 
with chilled water, and winter heating 
with hot water. Coil is suitable for man- 
ual, electrical, or pneumatic control." 


E Owner 
si | “Diaflo units certainly fit the require- 
/ X / Y ments of modern building air condi- 
IC tioning. They harmonize well with 


practically any interior decor—are 
quiet, draft-free, and permit room 
occupants to select their own temper- 
ature. Maintenance is economical, too. 
Filter removal is easy, and there is 
ready access to all controls." 


And 73 branch offices offer local product help 


or nation-wide  sales-service coordination. 
American-Standard,* American Blower Divi- 
sion, Detroit 32, Michigan. In Canada: 
Canadian Sirocco products, Windsor, Ontario. 


Ы American - Standard and Standard œ are trademarks of American Radiator & Standard Sanitary Corporation, 
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NOW ABOLITE BRINGS "OFFICE TYPE” EYE COMFORT 
TO INDUSTRIAL HIGH BAY LIGHTING 


Eye fatigue is reduced, workers are more efficient 
with “glareless” high bay lighting from Abolite up- 
light units. Uncomfortable contrasts of bright 
lamps against dark background are eliminated by 
light directed upward through Abolite's open top. 
This light (18%) washes out the deep shadows, 
gives lamps a soft background. 35? shielding prac- 
tically eliminates glare. 


Open-top design also gives Abolite high bay units 
a self-cleaning action that keeps maintenance at a 
minimum. Air circulates through the fixture and 
sweeps it clean of dulling dust. 
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There are four Abolite uplight units for high bay 
lighting: 18” and 24” diameter Alzak aluminum 
fixtures for use with 400 and 1000 watt mercury 
lamps; 14” and 18” Alzak aluminum fixtures for 
500 watt incandescent lamps (ideal for gymnasium 
lighting). For full information on these units, see 
Sweet’s Industrial Construction File, 121/AB, or 
write Abolite Lighting Division, The Jones Metal 
Products Company, West Lafayette, Ohio. 


 ABOLITE 
ighting 


THE JONES METAL PRODUCTS COMPANY 
West Lafayette, Ohio 


Dun-O-wal. 
| Is Your Most | 
Economical and Effective 
Steel Masonry 
Reinforcing 


Dur-O-wal is custom-fabricated to lay flat and tight 
in the mortar bed. It is the recognized standard of 
quality, preferred for its unexcelled performance. 


150 —— p —————————————————————————————15.0 


CLASS A MORTAR 


p——— 9' 4" —————À 

125 F 12.5 
11.9 Ibs. o 
ч 
113% I 

TEST WALL 
100 Mortar — Class A1 — Hw MO 
92% ASTM Standard C-270-52T. 


8 x 8 x 16 —Haydite Block 
Av. Comp. Str. 1275 psi 


75 77.15 lbs. ——— 71% Hes 


6.25 Ibs. 


50 5.0 


PERCENT OF INCREASE IN TEST WALL 


POUNDS OF STEEL IN TEST WALL 


25 2.5 


increase in strength over non-reinforced walls 
increase in strength over non-reinforced walls 


Extra Heavy Dur-O-wal every 2nd course 
increase in strength over non-reinforced walls 


Standard Dur-O-wal every course (8" c.c.) 
(16” c.c.) 7.15 Ibs. steel in test wall 


Extra Heavy Dur-O-wal every course (8” c.c.) 11.9 Ibs. steel in test wall 
8.4 Ibs. steel in test wall 


Deep weld ladder type A every course 


course (16" c.c.) 5.05 Ibs. steel 
(8" c.c.) 6.25 Ibs. steel in test wall 


in test wall 
с.с.) 5.6 Ibs. steel in test wall 


Standard Dur-O-wal every 2nd 
Rolled netting every course (8" 


increase in strength over 


non-reinforced walls 
increase in strength over 


non-reinforced walls 
increase in 

strength over non- 
reinforced walls 


t á— С —-—— 
DUR-O-WAL OTHER TYPES 


Weights per thousand feet — Extra Heavy Dur-O-wal 257 pounds; Standard Dur-O-wal 187 pounds; 
Rolled Netting Type 113 pounds; Deep Weld Ladder Type 139 pounds. ^^ — 


Dun- wal. 


mong 
"un 


Rigid Backbone of Steel For Every Masonry Wall 


Dur-O-wal Div., Cedar Rapids Block Co., CEDAR RAPIDS, IA. Dur-O-wal. Prod.» 
Inc., Box 628, SYRACUSE, N. Y. Dur-O-wal Div., Frontier Mfg. Co., Box 49, 
PHOENIX, ARIZ. Dur-O-wal Prod., Inc., 4500 E. Lombard St., BALTIMORE, MD. 
| ; _ Dur-O-wal of Ili., 119 N. River St., AURORA, ILL. Dur-O-waL Prod. of Ala., Ine., 
[з М б ae. . ч a Р «ът NUI TAE A үү EET : DA 1 Вох 5446, BIRMINGHAM, ALA. Dur-O-wal of Colorado, 29th and Court St., 

Tests Conducted by Toledo University Research Foundation PUEBLO, COLORADO  Dur-O-wal Inc, 165 Utah Street, TOLEDO, OHIO 
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“Greatest improvement 
in Standpipe 
Fire Protection 


>) |) in 50 years!” 


t > P is 


new... ALLENCO 
IL HOZEGARD CABINETS 


. 2 
| 


• Save Space—357, less area, less depth; not limited to walls, may be 
installed on any plane, even floors* 


ə Cut Cost—save 2595-3095 on each unit installed, by eliminating 
costly pin-type rack and time of loading hose on it 


* Serve Best—foulproof door-rack swings full 180 laterally or ver- 
tically; hose ‘‘points” faster, reaches further 


• Pre-proved—thoroughly tested; first complete fire hose cabinet unit, 
including equipment, to be 100% Underwriters Listed 


*using appropriate framing and solid (no glass) door 


Fig. 7168 
19"x22"x5 V5" I.D. 
Holds 50 or 75-feet 
of 1214" linen hose 


Fig. 7169 Fig. 7172 Fig. 7173 
26"х27"х8" 1,0. 24"х30"х8'%" 1.0. 27"x30"x8'^" 1.D, 


Each holds up to 100 feet of 1⁄2” linen hose, 50 or 75 feet of Allen-flex hose, or 50 feet of Qua-flex 
hose, plus choice of extinguishers where shown and Fire Department valve where shown. 


Blends Into 
Any Surface: 
choice of 3 trims, 
2 door styles; 
finish on the job 
or by factory 

to your specs; 
face-flush vents 


Tamper-proof 
Latch Shield 
(optional) keeps 
contents safe 
for emergency, 
yet breaks clean 
instantly 


For SELF DEMONSTRATION or DATA phone your Allenconsultant (listed in Yellow Pages) or 
write... 


LLENCO W. D. ALLEN Manufacturing Co. 


Room 500 Allenco Bldg. 566 W. Lake St. Chicago 6 


Tell us where to send your copy of this handy digest reference (not 
a catalog) for specifying or installing non-sprinkler fire protection. 


р. É dass збы 


“Bact Decision | Ever 


Rolling Doors 


9 wh eee 
nd here's y thstand year 


| wi 4 
“jts amazing how tly use, with so little 


g 
"v | 
E 


ilin : ncy. 

= pe рга. and tift-truck efficiency 
um С à ; , е 
и “Good protection, n real all-steel pro 


e е ather, bu 
= wind and ат vandals, 


i old or new 
i k anizing as- 
controls. Eas! stalled 5 van 5 
the elements, 
gin 'Paint-Bond permits = 
aint coverage with maxi 


Write for full details. 


= paint-grip- 


Saving Wa ys in Doorways 
KINNEAR 
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The KINNEAR Mfg. Co. 

. FACTORIES: 

1860-80 Fields Avenue, Columbus 16, Ohio 
1742 Yosemite Ave., San Francisco 24, Calif. 
Offices and Agents in All Principal Cities 


Technical Roundup 


continued from page 253 


sprayed from inside the building 
onto a layer of paper-backed metal 
lath supported on a lightweight 
channel frame. The walls on the east 
and west sides are all-glass, shielded 
by vertical aluminum louvers; on the 
north and south, gypsum-plastered 
spandrels extend up to a sill line 3 
ft above the floor. 

Both buildings were designed by 
Victor Gruen & Associates. 


New ASHAE Comfort Chart 


The new environmental test room 
at the Cleveland Ohio Research lab- 
oratories of the ASHAE will be put 
to use soon in a restudy of the well- 
known “Comfort Chart." This test 
room is arranged to carry out sub- 
jective tests with groups of up to 
ten people at a time. Temperature, 
humidity, air motion, radiant heat 
gain and other characteristics can 
be varied over a wide range in the 
room. This study is part of a wide 
range of subjects planned for study 
by the American Society of Heating 
and Air-Conditioning Engineers. 


Addendum 


Architect for the El Leon confec- 
tionery factory illustrated on page 
198 of Felix Candela's article, “Un- 
derstanding the Hyperbolic Parabo- 
loid" (ARCHITECTURAL RECORD, July 
1958), was Joaquin Alvarez Ordonez. 


Composite Seal Weatherproofs 
Stainless Steel Curtain Wall 


In the face of the current contro- 
versy over which seal to use where, 
the designers of the Columbus and 
Southern Ohio Electric Company's 
new building in downtown Columbus 
weatherproofed its stainless steel 
curtain wall with a composite seal 
that combines three of the more 
widely-used techniques. 

The building, which was designed 
by architect Edgar I. Williams, and 
engineered and constructed by Ebas- 
co Services, is sheathed in a curtain 
wall composed of stainless steel 
spandrels topped by double-glazed, 
vertically-pivoted sash. The span- 
drels, each approximately 4 ft 3 in. 
wide by 8 ft 4 in. high, are faced 
with textured Type 302 stainless 
steel laminated to a phenolic resin- 
impregnated, phenolic foam-filled 
honeycomb core. The backup sheet is 
of galvanized steel. 

At the shop, the sandwich units 
were set in stainless steel frames 
and the joints tightly caulked with 
fiber insulation. The excess fiber was 

continued on page 264 


Doors hang in seconds! Slip bottom door-socket over jamb pivot. Push С n W 
top socket toward center of track. Tilt door, insert top pivot and guide. 


Door slides easily into position — ready for adjustment with wrench. 
supplied in every bi-fold set. 
л \ 
Simple door adjustment. Tighten or loosen single nut on top socket and 
bottom jamb pivot. Doors can be adjusted from either side, even when 
fully closed. Eliminates old “repeated adjustment” routine. And doors е 


fit closer to jamb! 


New bi-fold hardware greatly 
simplifies hanging, adjusting, 
and removing doors — stays in 
track — operates with a whisper! 


дена ні Mighty strong claims — but true! For Stanley’s 


Doors can't fall out of track. New suspended guide won't let them — new bi-fold hardware positively solves the 
no matter how out of square they may be. Rubber snugger and stop prime troublespots of bi-fold: door installation 
eliminate door play, rattles. Nylon pivots and guides provide really quiet and operation. 

operation, long dependable service. The secret: a: unique one-nut, one-wrench 
system that makes hanging, adjusting or re- 
moving bi-fold doors almost unbelievably 
simple — a one-man operation. that can now 
be done in seconds! 

And with Stanley's new suspended guide 
pivot, doors. can't possibly fall out of the track 
— even when out of square as much as an inch. 

This, plus really quiet operation and attrac- 
tive styling, makes Stanley's new bi-fold 
hardware your best bet for any bi-fold applica- 
tion. Remember the numbers: 


To remove doors, loosen just one nut on top track socket. Slide toward 
center. Top pivot and guide slip out of track. Just lift door off bottom 2983 surface-mounted for closets 
pivot and away they go for painting, etc. Fastest, simplest removal ever 
P ems rant suber + 2989 concealed for passage doors 


For FREE, fully illustrated literature, clip coupon 
and mail to: 


AMERICA BUILDS BETTER AND LIVES BETTER WITH STANLEY 
Stanley Hardware, Div. of The Stanley Works, 
160 Lake Street, New Britain, Conn. 


STANLEY 


This famous trademark distinguishes over 20,000 quality products of The Stanley Works —hand and electric Position 

tools « builders, industrial and drapery hardware • door controls • aluminum windows « stampings » springs 

» coatings « strip steel » steel strapping made in 24 plants in the United States, Canada, England and Germany 
A 


Company 
Street 
City State 


new approaches to structural design with fir plywood 


Y cem 


38" "E 


Prefabricated roof vaults are 11 feet wide at the chord, and 56 feet p. 
long (40 foot span plus 8 foot cantilever both ends). Key to system is МИР” 
the outstanding shear strength of the stressed fir plywood skins. em 


ARCHITECT: Theodore T. Boutmy, A. I. A. 
George Kosmak, Consultant 
John E. Brown, Structural Engineer 


PLYWOOD VAULTS designed and engineered 
by Berkeley Plywood Co., Oakland 


THESE lightweight fir plywood stressed skin barrel 
vaults designed for a California yacht club provide 
large clear floor areas at low cost plus an attractive 
profile and interior. 


Combining roof decking, insulation and ceiling, 
the prefabricated vaults span 40 feet from front to 
rear and 11 feet from valley to valley, without use of 
beams or trusses. Vaults are cantilevered 8 feet front 
and rear; spouts which join units at the spring lines 
extend an additional 10 feet to act as gargoyles in 
carrying off water. 


'The roof system provides complete freedom in in- p 
terior arrangements. Additions can be made simply S. 
by adding new vaults or extending the existing ones. 


Structurally, the entire roof acts as a rigid plywood 
diaphragm in transferring lateral loads to the ply- 
wood end and shear walls. 'T'wo test vaults were suc- 
cessfully used at the San Francisco Arts Festival. 
Berkeley Plywood is contemplating mass producing 
the vaults as a standard construction component. 


LP SEND FOR YOUR COPY OF “SCHOOLS OF THE FUTURE” 


...& portfolio collection of outstand- 
ing designs by six leading architectural 
firms. Includes 10-page booklet on fir 
plywood diaphragm construction. For 
your free copy, write (USA only) 
Douglas Fir Plywood Association, 


«Om FO 


'Tacoma, Washington. a 
Also write for information about 
DFPA design and engineering con- 
sultation services. 
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Overhang 


EXTERIOR PLYWOOD END WALLS 


TEXTURE ONE-ELEVEN® PLYWOOD SHEAR WALL 


jae SAI 
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CONVERTING TO 
VERTICAL SHELF FILING? 


get stability 
get style 
get Verti-File 


Patented 


Ф 


HERE’S WHY VERTI-FILE 
IS TODAY'S BEST BUY: . 


Verti-File is better built; it's built 

by DeLuxe, one of the world's 

leading manufacturers of boltless 

shelving. All Verti-File shelves 

are tie shelves for maximum sta- 

bility . . . free standing. Shelves 

are adjustable without tools. . .. 
each shelf has 5 dividers. 


Verti-File is better looking . . . 

DeLuxe craftsmanship gives it a- 
custom look. Verti-File comes 

complete with full depth finished 

end panels and cornice type top 

with projecting cap. Everything’s 

included in one price. Want more 

information? Phone your DeLuxe 

dealer, he’s in the yellow pages. 

Or write for Catalog V-416. 


NOW IN LEGAL- SIZE, TOO 


11 VERTI-FILE MODELS: 
LETTER SIZE • LEGAL SIZE- | 


DELUXE METAL FURNITURE CO. . 
Warren 11, Pa. 


A Division of the Royal Metal Mfg. Co. 


Technical Roundup 

continued. from page 260 
then trimmed, a neoprene gasket set 
in the joint, and the whole assembly 
sealed by a strip of polysulfide liquid 
polymer. To trim the joint, a stain- 
less steel molding was placed over 
the seal. 

Prior to installation, vinyl gaskets 
were secured to the frames with tem- 
porary retaining tape. The spandrel 
units were then hoisted into place, 
the uprights caulked, and the frames 
locked in position with retaining 
clips designed to exert pressure on 
two adjacent units at the same time. 


7 cw 


Worker trims excess from fiber caulking 
packed between “sandwich” and frame 


Pre-formed neoprene gasket is inserted in 
joint over caulking fiber insulation 


Strip of polysulfide liquid polymer, gunned 
on over fiber and gasket, completes seal 
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BUENSOD DUAL-DUCT UNITS, 
NOTED FOR FLEXIBILITY, 
CONDITION YEAR-AROUND 


In the photograph on the facing 
page, the familiar tools of your pro- 
fession symbolize the heart of one 
of the most flexible air conditioning 
systems ever developed. The system 
is the high pressure Dual-Duct 
method. Simply and efficiently it 
cools, heats, humidifies or dehumid- 
ifies a building. And it provides 
widely varying temperature and 
humidity conditions, where desired, 
from room to room. 


The problem was to make such a 
system stable. Buensod engineers 
invented direct, automatic volume 
control. As pressures in the system 
change, each mixing unit automat- 
ically adjusts to maintain a constant 
quantity of air. 


The action is something like the 
compass in our photograph on the 
adjacent page. That's how simple it 
is — but this is inspired simplicity, 
for the automatic volume control 
permits quick balancing of an entire 
system merely by adjusting spring 
tension at the time each unit is 
installed. Or we can pre-balance an 
entire system at our factory, saving 
time on your job. 


Type V3 Air Mixing 
Unit for under window 
or wall mounting. 


Type H unit 
for overhead 
installations 


Buensod Dual-Duct Air Mixing Units 
offer true simplicity in air conditioning. 
Wed like to provide you with full tech- 
nical details. Please contact our local 
representative, or write us directly. 


BUENSOD-STACEY, INC. 


45 West 18th Street * New York 11, N. Y. 


 BUENSOD-STACE| 


INCORPORATEO 


ual-Duct 


PLICITY_ 


con 
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There is no substitute for safety, and 
Polished Misco (wired) affords proven 
protection for youngsters in the new 
Walt Disney Elementary School, 

at Tullytown, Pennsylvania. 


Architect: John Carver, 
2112 Spruce St., Philadelphia, Pennsylvania 


Heat absorption provided by 

38,750 sq. of Mississippi Coolite glass 
make patients more comfortable in 
the John J. Kane, Allegheny County 
Institution District (Hospital for 

the Indigent Sick). 


Associate Architects: Button & McLean— Mitchell 
& Ritchey, Pittsburgh, Pennsylvania 

General Contractor: Sherry Richards Company, 
Chicago, Illinois 

Glazing: United Plate Glass Company, 
Pittsburgh, Pennsylvania 


At the Philadelphia International 
Airport, modern vistas are created 
by 10,000 sq. ft. of 60" wide lights 
of Polished Misco (wired glass). 


Architect: Carrol, Grisdale and Van Allen, 
Philadelphia, Pennsylvania 
Glazing: Pittsburgh Plate Glass Company 


New factory of American Chicle 
Company, Rockford, lll. where 14,000 
sq. ft. of Coolite Wire glass, Glare 
Reduced, combines heat 

absorption with protection. 


Architect: William Higginson & Sons, 
New York, N. Y. 


General Contractor: Sjostrom & Sons, Inc., 
Rockford, Illinois 


Glazing: National Mirror Works, Rockford, Illinois 


REC М 

| SEE OUR = 5 

| CATALOG z z 

IN SWEETS Ы д 

Ө u^ 4 e 
e § 


WORLD'S LARGEST 
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The versatility of Rolled Glass provides architects with a practical solu- 
tion to a variety of daylighting problems. Glass for daylight control, 
glass that absorbs heat, glass that decorates and glass that protects— 
they’re all available in translucent light diffusing patterns, plain or wired 
(the latter for obscurity or clear vision) to meet every requirement. For 
utility, beauty, and economy unmatched by any other glazing medium, 


specify Mississippi Glass. Write today for free catalog. Address Dept. 7. 


MISSISSIPPI GLASS COMPAN Y 


NEW YORK . CHICAGO Ф FULLERTON, CALIFORNIA 


в в А ng еіс а St. . St. Louis *" 4 М o. 


MANUFACTURER OF ROLLED, FIGURED AND WIRED GLASS 
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asier to Specify, Install, 
Operate and Maintain 


mo 
sail E м 


—whether for standard 
or special conditions 


COOKSON 


STEEL ROLLING DOORS 
Cookson Doors meet the most rigid speci- 
ui Yow Got alti 


fications for every type of heavy building 
At, COOKSON 


construction. They provide the greatest 

possible protection against damage of 

every kind. Their easier installation, oper- 

ation and lower maintenance are a matter [Г] Widest variety of long- 
proven design features to 
meet every standard and 

special problem. 


of record. They can't stick, swell, bind, 
split or crack. And where weather is a 
critical problem, Cookson offers such op- 
tional features as guide-channel weather [E] Greatest protection against 
stripping, weather-proof 'flat-slat" con- vane, Mí AR шене, 
struction, and all-weather rubber astragal е. 
ог floor-strip. Every Cookson Door is cus- [E] Installed cost competitive to 
tom built to the job, fully guaranteed, and sliding or sectional doors, 
» h К with all the advantages of 
complete specifications are filed in Cook- rolling door design. 
son’s Permanent Door Registry. For full 


i ti Choice of four operating 
details, request Bulletin No. 701. ET каноре c ke 


or manual, 


( OOKSON 


SEE SWEET'S 


COUNT ON DOORS . . . “The Best Way to Close an Opening" 
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THE COOKSON company 


1529 Cortland Ave., San Francisco, Calif. 


""Alumilited'" Counter Doors 
Rolling Service Doors, ‘‘Servire'’ Fire Doors, and Grilles 
Side Coiling Wood Partitions - Specialty Doors 


e 


Product Reports 


continued from page 231 


Incandescent Lighting Fixtures 


Uni-Frame 300 and Umi-Frame 200 
are said to provide the largest lens 
area available for a 12-in. square 
opening. According to the manufac- 
turer, a rigid, seamless box requires 
no plaster frame and can be installed 
in à poured concrete ceiling. It is de- 
signed to replace a 12-in. square ceil- 
ing tile, and its frame can be ad- 
justed to compensate for various 
ceiling thicknesses. Day-Brite Light- 
ing, Incorporated, 6260 North Broad- 
way, St. Louis 15, Mo. 


Mosaic Vinyl Floor Covering 


Tiny square-faced blocks of vinyl, 
embedded in vinyl and surrounded 
by vinyl grout, make up the wearing 
surface of Armstrong’s new mosaic- 
like Tessera floor covering. Made in 
6-ft sheets with a flexible, moisture- 
resistant backing, the heavy gauge 
flooring is suitable for installation 
in basements and other below-grade 
areas as well as on suspended and 
on-grade subfloors. It comes in sev- 
en subtle tone-on-tone colorings: 
sage green, warm beige, medium 
gray, gray beige, putty, ivory and 
suede brown. Armstrong Cork Co., 
Lancaster, Pa. 


Stainless Steel Bubble Fountains 
Eight new models of drinking foun- 
tains, made in 18 gauge stainless 
steel, with access and closure panels 
in 24 gauge stainless, have been intro- 
duced by Just Manufacturing Com- 
pany, 9233 King Avenue, Franklin 
Park, IU. 

more products on page 276 


Rockwood shopping center of Fred Meyer, Inc., Portland, Oregon, is 216’ x313’-6” in size, with structural framing 
of cantilevered glulam girders which provide 44’-9” bays. Heavy timber decking is placed over natural finish 


glulam purlins spaced at 8’. Architects: Jensen and Gilham, Portland, Oregon. 
Andersen & Westfall, Portland, were general contractors. 


JOB DATA — Exterior walls: stone, painted concrete, ceramic tile, asbestos panels, 
glass. Interior walls: gypsum board, glass. Heating: gas fired forced air. 
Ventilation: full air conditioning. Lighting: Fluorescent fixtures. 
Volume: 1,151,172 cubic feet. Floor area: 67,716 square feet, 

Cost: approximately 1095 below prevailing costs of similar 

structures in this area. 


modern 


with structural framing of glulam 
timbers by Timber Structures, Inc. 


No structural material is more adaptable for modern 
design than glulam timber members. Dimensionally stable 
and free from seasoning action, they are "factory grown" 
in virtually any desired shape, and size is restricted only 
by limitations of shipping. If the store is to be enlarged 
later, additional timbers of identical design may be ob- 
tained on short notice. 

Handsome appearance of glulam timbers is evident in 
thousands of outstanding store buildings throughout the 
nation. Economical, too, for since the timbers serve both 
structural and decorative functions when left exposed, 
they frequently result in worthwhile savings in both 
construction and maintenance. 

When planning your store buildings, consider glulam 
timber framing. It will give you permanence, handsome 
appearance, adaptability for unusual design, and genuine 
economy. What else could you want? 


Interior view 
shows wide span 
bays which provide 
unhampered 
display space 

and facilitate 


customer traffic, 


Timeer Structures, Inc. “=” 


P. O. BOX 3782-A, PORTLAND 8, OREGON qur 


Offices in Ramsey, N. J.; New York City; Boston; Phila- 
delphia; West Hartford; Cleveland; Charlotte; Chicago; 
Centerline, Mich.; Kansas City; St. Louis; Minneapolis; 
Des Moines; Wichita; Memphis; Dallas; Houston; Birming- 
ham; Los Angeles; Seattle; Spokane; Denver. 


Local Representatives throughout the United States 
and Canada. 


see our catalog n 


LG [Sweers 


Ог write for copy 


TIMBER STRUCTURES, INC. OF CALIFORNIA 
Richmond e Sacramento 
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Product Reports 


Double Switch-Box 


Designed for use where space is 
limited, this new switch-box in- 
‘cludes two single-pole-single-throw 
switches behind one _ switch-plate, 
and permits installation where there 
is not room for two switch-boxes. 
H. J. Theiler Corporation, Whitins- 
ville, Mass. — 


Odorless Gas-Fired Incinerator 


The Warm Morning Model L-16 in- 
cinerator is said to achieve odorless, 
smokeless burning by the use of a 


For Contemporary 
Unique Construction 


(D PyroDor 


Many Door Designs 
e 


Complete Hardware 
Selection 


Choice of 

7 Frame Types 
A е Profiles 
to suit 

any wall 
construction 


Complete 
Integral Units 
delivered in days . . . not 
months . . . from dealers' 

stocks 


Guaranteed for Life 
of the original building 


*Solid Mineral Core 
makes every PyroDor 
eligible for the Under- 
writer's Label . . . up to 
3 hr. Fire Test Rating 


DUSING & HUNT, Inc. | 


Over 50 Y ears Manufacturing Fireproof Doors and Metal Trim 


61 LAKE ST. 


Architecture 
Flexible Designs 


INTEGRAL 
DOOR & 
FRAME UNITS 


Greater Sound Reduction 
Excellent U Factor 
Corrosion Resistant 
Warp-Proof Construction 


GLASS MOULDING 

Roll Formed... 

Full Perimeter .. . 
Contemporary Styling 


SOLID STRUCTURAL 
Mineral Core* | 


FINISH COAT of PAINT 
(Applied in Field by 
others) 


PRIMING COAT of PAINT 


— SPECIAL PAINT-BONDING 
Chemical Treatment 


PURE ZINC COATING 


SHEET STEEL BONDED 
to CORE 
by hot plate process 
with resorcinol adhesive 


COLD ROLLED STEEL SHEET 
(Welded to Edge Channel) 


EDGE CHANNEL 
around entire perimeter 
of door 


REQUEST 24-PG. CATALOG DHS 2458 

Distributors are strategically located throughout the 
United States. Consult the Yellow Pages, Sweet’s 
Catalog or Write. 


LEROY, NEW YORK 
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specially designed dual gas burner 
and a system of interior baffles. The 
primary flame is used in direct burn- 
ing of an average load in approxi- 
mately two and a half hours burner 
time. The “after burner" is used to 
complete combustion in the gases 
driven off in the primary burning as 
they pass over the secondary burner, 
conducted by a duct and baffle sys- 
tem. The flame is controlled by a 
timer and a safety pilot valve. Locke 
Stove Company, 114 West 11th St., 
Kansas City 5, Mo. 


Double Duct Mixing Unit 


A double duct mixing unit is said 
to deliver constant CFM while mix- 
ing hot and cold high velocity air and 
reducing it to conventional velocities 
with minimum noise. Temperature 
and volume regulation are treated as 
separate functions and operation of 
one cannot adversely affect the other. 
Inlet control valves can be either elec- 
trically or pneumatically operated, 
with the motor mounted inside or 
outside the unit. Barber-Colman 
Company, Rockford, Ill. 


New Ceiling Tile 


Classic Cushiontone, an acoustical 
ceiling tile, features hundreds of 
tiny perforations scattered through 
a non-directional field of larger open- 
ings. Two coats of white washable 
paint are applied at the factory. 
Available with tongue and groove or 
butt joints, the tile come in three 
sizes: 12 by 12 by 15 in., 12 by 12 by 
34 in., and 16 by 16 by 34 in. Arm- 
strong Cork Company, Lancaster, 
Pa. 

more products on page 282 


IHE DR. PHILLBROOK HOME, LOS ALTOS, CALIF, PAUL JAMES H TON ARCHIT PALO A ө, A ARLE MEAD HEET METAL WORKS PALO ALTO ALIF. 


FOLLANSBEE TERNE GIVES ROOFING AN EXCITING NEW DIMENSION 


FOLLANSBEE seamless TERNE HAS UNUSUAL 
VERSATILITY FOR THE CREATIVE ARCHITECT 


It can be formed into many contemporary designs 
It can be custom colored 

It affords permanent protection 

It is safe 

Itis easy to install 

It is economical 

WHAT IS FOLLANSBEE TERNE? 


As a word, terne means three. As a metal, 

Follansbee TERNE is the combination of three metals 
—steel, lead and tin. More properly, it is copper- 
bearing cold-rolled strip steel with a lead-tin coating. 
The coating is an alloy of 4 parts lead to one 

part tin. This makes TERNE's surface perfect for 
painting and soldering. Since TERNE is basically steel, 
its coefficient of expansion is lower than any other 
roofing metal; it is fire-proof, weathertight, 
windproof, and will last more than a lifetime. 

You can form it —and it will never crack 

You can paint it immediately — 

no special treatment is needed 


FOLLANSBEE 


STEEL CORPORATION 
FOLLANSBEE, WEST VIRGINIA 


SEND TODAY FOR ADDITIONAL INFORMATION & YOUR FREE COPY OF STANDARD SPECIFICATIONS FOR FOLLANSBEE SEAMLESS TERNE ROOFING 
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Mahon NW [ al ! R Is Utilized 


J RECESSED LIGHTING TROFFER 


ACOUSTICAL TREATMENT 


SPRINKLER SYSTEM PIPING 
AND ACOUSTICAL TREATMENT 


Above: Interior View of Office Building for 
Whirlpool Corporation, Clyde, Ohio. In this 
building the Heating and Air Conditioning Ducts 
and Diffusers, Recessed Lighting, Electrical 
Raceways, Acoustical Treatment, and Sprinkler 
System Piping are all contained in the Combined 
Structural Floor and Ceiling constructed with 
modified M-Floor Sections. See Detail at Right. 


The Cross Section above shows a unique adaptation of M-Floor Construction to provide both the 
Structural Sub-Floor and Acoustical Ceiling. In this application, Cel-Beams and Channels between 
Cel-Beams in the M-Floor Sections are ingeniously utilized for several other functional purposes. 
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for SIX PURPOSES in Addition to Its Primary 
Use as a Light-Weight Structural Sub-Floor! 


Modified M-Floor Cel-Beam Sections Provide: (1) Finished Ceiling Material. 
(2) Acoustical Treatment in Ceiling. (3) Troffers for Recessed Lighting. (4) Air 
Ducts and Diffusers for Heating and Air Conditioning. (5) Raceways for 
Electrical and Telephone Circuits. (6) Housing for Sprinkler System Piping. 


MAHON 
M-FLOOR SECTIONS 


SECTION M2-1.5 
CEL-BEAM DEPTH 1%" 


SECTION M2-3 
CEL-BEAM DEPTH 3" 


X d T: 


= SECTION M2-4.5 
О CEL-BEAM. DEPTH 4" 


LA арАр 


SECTION M2-6 
CEL-BEAM DEPTH 6” 


SECTION M2-7.5. 
| | CEL-BEAM DEPTH 74" 


* OTHER MAHON BUILDING PRODUCTS 


and SERVICES: 


Insulated Metal Curtain Walls 

Underwriters’ Rated Metalclad Fire Walls 
Rolling Steel Doors (Standard or Underwriters’ Labeled) 
Steel Roof Deck 

Long Span M-Decks (Cellular or Open Beam) 
Permanent Concrete Floor Forms 

Acoustical and Troffer Forms 

Acoustical Metal Walls and Partitions 
Acoustical Metal Ceilings 

Structural Steel— Fabrication and Erection 


Steel Plate Components—Riveted or Welded 


* For INFORMATION See SWEET’S FILES 
or Write for Catalogues 


THE R.C. MAHON COMPANY © Detroit 34, Michigan 


Sales-Engineering Offices in Detroit, New York and Chicago 
Representatives in all Principal Cities 


MARON 
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SEE IT * | 
TODAY! iThr 
Ultra-new Boston Globe 


— world's ер modern азил Erenin 
newspaper plant — specified ||! ; 
Wheeler Industrial Lighting Globe 
Fixtures throughout! Wheeler ||| 

Fluorescent and Incandescent 

Fixtures of all types make it 

the most efficiently lighted 

newspaper plant as well. 


u^ 


FIDELITY NATIONAL BLDG, 
OKLAHOMA CITY, OKLA. 
SOREY, HILL & SOREY, ARCHTS 


includes the newest 
in vertical transportation systems — 


montgomery 


] lU 
/ E 


OPERATORLESS 


PASSENGER ELEVATORS 


This modern installation includes the most advanced 
design Door, Load and Traffic Control, Signal 

and Communication systems that assure smooth, 
economical and safe operation at maximum efficiency. 


Consult the yellow pages of your phone directory 
for name of your nearest Montgomery Representative 
or Branch. 


AB 8 23 5. йн > ^ 
ELEVATORS Take your industrial lighting problem to... 
dohecler REFLECTOR COMPANY 
= elevator company Division of Franklin Research Corporation 
Moline, Illinois 275 Congress Street 


Exclusive Manufacturers of Passenger and Freight Elevators Since 1892 Boston 10, Massachusetts 
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@/ ду 5 PERSHING 
ОРУУЛ AIR CONDITIONING 


Pershing Municipal Auditorium, Lincoln, Neb, - 
Architects: Davis & Wilson, Lincoln 
Consulting Engineer: William Cassell, Kansas City, Mo, 
Mechanical Contractors: Natkin & Co., Lincoln, 


The Pershing Municipal Auditorium is a show- 
place in Lincoln, Nebraska. It is a monument to 
General Pershing and a monument to air condi- 
tioning. Thirteen McQuay Seasonmaster units and 
ten McQuay water coils provide year "round air 
conditioning for this modern structure. To be sure 
that your next air conditioning job functions at 
its very best, see your McQuay representative. 
He will be glad to assist you in any air conditioning 
heating or refrigeration problems you may have. 
McQuay, Inc., 1605 Broadway Street N, E., 
Minneapolis 13, Minnesota. 


McQuay Horizontal and Vertical Seasonmaster 


central station air conditioning units. They are available with water coils, ua y 
steam coils or direct expansion coils. Removable panels permit complete Me. 
eans чачу 


accessibility for inspection or service. All Seasonmaster.units are made 
with the exclusive McQuay Ripple-Fin coils. Seventeen sizes available. 


Range from 640 cfm to 38,000 cfm. 
Dura-Frame “Y” channel construction 


e 
x provides the strength and rigidity nec- 


AIR CONDITIONING - HEATING: REFRIGERATION ™ essary for quiet, trouble-free operation. 


McQuay units feature the exclusive 
Ripple Fin Coils which create maximum 
air turbulence and have wide, full fin 
collars that act as automatic spacers to 
form a tube around the coil tube for 
greatest heat transfer and protection. 


` MAKE THE SEASONS 
COME TO YOU 
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Product Reports 


Fiber Glass Speaker Baffles 


Spiral-Jector loudspeaker baffles, 
available in two types for 8-in. speak- 
ers, are made of a non-resonant ma- 
terial for best sound quality, ac- 


is said to be as strong as steel, as 
light as aluminum, and as beautiful 
as wood. A special diffusion plate 
gives an impression of “presence” by 
disguising the source of the sound. 
Available in two-tone finish. Fourjay 
Industries, 2860 West Dorothy Lane, 
Dayton 9, Ohio. 


Kingsize Aluminum Extrusions 

A new line of structural aluminum 
shapes, in sizes up to the equivalent 
of a 33 in. wide flange steel beam 


cording to the manufacturer. The 


and lengths up to 80 ft, includes 
material, Preformed Fiber Glass tube; integrally stiffened panels; 


E. 


ARCHITECT 
VINCENT G. KLING 


DESIGNER 
EDWARD J. STOECKLIN 
VAN ENGINEER 


HAROLD C. COPE 
BUSINESS MANAGER 
AND COMPTROLLER 


Van equips Earlham College 
again after 40 years 


* Time has a way of testing institutions. Both Earlham and Van 
have stood that test for more than a hundred years. Time also has a 
way of testing food service equipment. Earlham knows because 
it has been using Van equipment for 40 years. Van equipment stood 
that test so well, Earlham placed the contract for equipment for 
this latest installation at Earlham which was awarded honors in the 
competition of the magazine INSTITUTIONS. 

Ж 650 students are served each meal . . . self-service at the 
double service counter breakfast and lunch . . . table service for 
dinner. Amidst the modern stainless Van equipment just installed 
is the 40 year old Van cast iron kettle . . . recently stainless clad. 
Earlham is as proud of it as Van. 

Ж When faced with any food service equipment problem... 
new, expansion, modernization . . . make use of Van's century of 
experience. 


She John Van Range G 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 
Branches in Principal Cities 


429 CULVERT STREET 


CINCINNATI 2, OHIO 
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stepped extrusions; structural sec- 
tions such as I-beams, H-beams, chan- 
nels, angles, tees and zees; and oth- 
ers. Generally speaking, the big ex- 
trusions can be used wherever rolled 
steel shapes are used, with the ad- 
vantages of better strength-to-weight 
ratio, reduced fabricating costs, and 
maximum resistance to corrosion. 
They are also recommended whenever 
a large shape can replace sections 
now being assembled from smaller 
components. Harvey Aluminum Co., 
19200 S. Western Ave., Torrance, 
Calif. 


А Prom, ut Д ty ds EG A 
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New Concrete Form Lubricant 


A new form lubricant for prestressed 
concrete leaves concrete with a 
smooth surface and will not build up 
in the forms according to the manu- 
facturer. The compound costs about 
20 cents a gallon, and ordinary spray- 
ing equipment can be used for ap- 
plying it to wood and steel forms. 
About three gallons will cover a full 
double-tee bed. Shell Oil Co., 50 West 
50th Street, New York 20, New York. 


Chemical-Resistant Counters 


Wooden laboratory counters treated 
with a new formula are said to be 
non-reactive with acetic, formic, 
chromic, and 20 per cent hydro- 
chloric acids, ethyl and butyl alco- 
hols, formaldehyde, acetone, ether, 
toluene, gasoline, mineral oil, hydro- 
gen peroxide, and chlorine gas. The 
counters, available in edge-grain 
birch or maple, are subjected to six 
chemical coatings and a wash. They 
come in all sizes. Hyde-Murphy Com- 
pany, Ridgway, Pa. 

more products on page 288 


Inside and out...Jamison cold storag 
doors show quality construction 


254 


Box girder construction of highest quality boat hull plywood gives maximum strength and rigidity. Lar 


as door and frame meet on assembly line. 


Insulation —Each block of insulation is individually measured and 
cut to give maximum insulation efficiency. 


Tight Seal is assured by carefully applied gasketing. Gasket is soft 
sponge rubber resistant to acids, oils and greases. 


ge series “50” door is shown 


Materials and workmanship assure 
top efficiency in rugged service 


The reason behind the reputation of the Jamison Series 
*50" Cold Storage Door is apparent here. Some of 
the most important parts and components are never 
seen by customers... Yet operational efficiency in 
all types of installations continues to prove that Jamison 
quality materials and precision workmanship mean 
superior protection and overall economy. 


If you have plans for modernization or expanding, 
first get the story on Jamison’s Series “50” Door. 
Write for your copy of Section 3. Jamison Cold 
Storage Door Co., Hagerstown, Md. 


JAMISON 


COLD STORAGE DOORS 
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ROOF VENTILATION 


Whatever your ventilating 
needs, be sure to see how 
Allen equipment can. meet 
your requirements effi- 
ciently and economically, 


NEW. "I-LINE" — 
for EYE APPEAL 


The new "I-Line" provides 
ап attractive low contour, 
assuring maximum capacity 
or efficiency with the mini- 
mum over-all height. 


POWERFUL “VD” 
for HIGH VELOCITY 


By moving a large volume 
of air at high velocity, this 
Vertical Discharge fan 
keeps fumes from sifting 
back into building. 


... is prepared to investi- 
gate ventilating problems 
and plan systems for the 
efficient removal of heat, 
fumes, vapor or dust. 


WIND-DRIVEN 
TURBINES 


Three types of Allen tur- 
bines take full advantage 
of the economy of natural 
air movement, 


EXHAUST FANS 


Remote drive Staxauster is 
designed to handle cor- 
rosive fumes, and/or high 
temperature air. 


THE ALLEN LINE 


Write today for catalog 
that gives specifications 
and performance data on 
these and other units in the 
Allen ventilator line, 


LLEN 


ENLCINEEPED _ 
VENTILATION 


ALLEN COOLER & 
VENTILATOR, INC. 


ROCHESTER, MICH. 


Roof Ventilators for Every Commercial and Industrial Need 
REPRESENTATIVES IN ‘PRINCIPAL CITIES 
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laste 


ена 


леры ORI CÓ 


til 


| “PUSH BUTTON" 


electric 


STAIRWAY 


* LISTED 
IN SWEET 'S 


IN COMMERCIAL BUILDINGS 


and fine homes 
INCREASES VALUABLE FLOOR SPACE 


in banks, churches, parts houses, shoe stores, bottling plants, fine 
homes ... or any place where floor space is at a premium. 


PRECISION PARTS CORPORATION 


400-AR North First Street Nashville 7, Tennessee 


Your MATERIALS HANDLING 
SYSTEM 2 COMPLETE 4. . 
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АШ NEW -" | 


| 48 HI-LO Automatic Dockboards 
at Ford Motor Co. Pool Car Ter- 
minal, Detroit, Michigan. 


FULLY AUTOMATIC 
DOCKBOARDS 


COMPLETELY FIRST COST IS RECESSED 

AUTOMATIC LAST COST AND PACKAGED 
The truck supplies the Simple counterweight MODELS 
power , . . no dock system . . . no air, In lengths to solve 
attendant needed, no electric, or hydraulic all loading problems 
buttons, valves, or power . . . built to . . for new or ex- 


controls. outlive the dock. isting docks. 


Send for Bulletins and Factual Information TODAY ! 


KELLEY COMPAN Y, 


2123 W. Mill 


INC. 


Road . Wis. 


Milwaukee 9, 


SUN-TIMES BUILDING 
Chicago, Illinois 
Owners: 
Field Enterprises, Inc. 
Architect: 
Naess and Murphy 
General Contractor: 
George A. Fuller Company 
Painting Contractor: 
National Decorating Service 
P&L Products Used: 
Lyt-all Stippling Eggshell. 
New Lyt-all Flowing Flat. 
Vitralite Enamel Eggshell. 
Effecto Enamel. 
Alkatite Cement & Stucco Paint. 


Lyt-all 
F 
SDPN FEAT 


i, p 


Service to Architects. .. the way you like it! 


You are invited to make full use of Pratt 
& Lambert Architectural Service...the way 


you like it... without obligation. 


For painting information that is reliable, 
specifications that are authoritative, and 


color counsel that is sound, please write to 


your nearest Pratt & Lambert Architectural 
Service Department: 3301 38th Avenue, 
Long Island City 1, New York; 326 West 
26th Street, Chicago 16, Ill.; 75 Tonawanda 
Street, Buffalo 7, New York. In Canada: 
254. Courtwright Street, Fort Erie, Ontario. 
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MARS outstanding design SERIES 


ate 


Product Reports 


A dual outlet for vacuum and piped 
oxygen for medical gas and distri- 
buting systems incorporates a brack- 
et to hold a vacuum bottle, gauge 
and vacuum control valve. Each serv- 
ice requires a special plug and is col- 
or-coded, eliminating the possibility 
of connecting to the wrong outlet. 
The outlets, said to be as easy to in- 
stall as electric outlets, are housed in 
standard wall boxes designed for 
flush mounting. Overall size of the 
dual outlet face plate is 4% in. high 
by 814 in. wide. A. Schrader’s Son, 
470 Vanderbilt Avenue, Brooklyn, 
New York. 


roll your own! 


Speeding up our national road-building program 
is the goal of this design by Russ Henke of Elm Grove, 
Wisconsin. His behemoth of a machine literally chews 
up unmapped carth, compacts it with asphalt or mac- 
adam, stabilizes it, and lays a ribbon of paved road 
behind as it rumbles along! Crew and engineers ride 
in an air-conditioned cabin, and monitor the whole 
process by control instrumentation. 


Tomorrow’s roads may be squeezed out like 
toothpaste, but outstanding ideas for tomorrow are 
still produced in the old-fashioned, painstaking, hu- 
man way. And only professionals know how the best 
in drafting tools can smooth the way from dream to 
practical project. 

In pencils, of course, that means Mars, long the 
standard of professionals. Some outstanding new prod- 
ucts have recently been added to the famous line of 
Mars-Technico push-button holders and leads, Lumo- 
graph pencils, and Tradition-Aquarell painting pencils. 
These include the Mars Pocket-T'echnico for field use; 
the efficient Mars lead sharpener and “Draftsman” 
pencil sharpener with the adjustable point-length fea- 
ture; Mars Lumochrom, the color-drafting pencils and 
leads that make color-coding possible; the new Mars 
Non-Print pencils and leads that "drop out" your 
notes and sketches when drawings are reproduced. 


[ЕТ GERMANY 


4. 


2S -LUMOGRAPH 


Waterproof Sliding Door 


A sliding glass exterior door de- 
signed for economical installation is 
said to be completely waterproof 
thanks to a new sill design and out- 
side slider that eliminate interior 
and exterior pressure problems. The 
doors can be glazed before delivery 
with ordinary glass or %-in. insulat- 
ing glass, according to the manufac- 
turer. Arcadia Metal Products, 801 
South Acacia Avenue, Fullerton, 
at all good engineering and drawing material suppliers California. 


The 2886 Mars-Lumograph drawing pencil, 19 de- 
grees, EXEXB to 9H. The 1001 Mars-Technico 
push-button lead hoider. 1904 Mars-Lumograph 
imported leads, 18 degrees, EXB to 9H. Mars- 
Lumochrom color-drafting pencil, 24 colors. 


J.S.| VITAEDTLER, INC. 


HACKENSACK, NEW JERSEY: 
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Ger-Pak—THE SHORT WAY TO SAY SUPERIOR POLYETHYLENE FILM 


Ger-Pak under concrete slabs 


KEEPS BASEMENTS DRY! 


Build extra value and lasting satisfaction into every to close-in unfinished doors and windows ... as paint- 
home by ending the age-old problem of damp floors! ing drop cloths...plus dozens of on-the-job uses. 


CERF AUS. Virgin Polyethylene Barrier Piim "i ihe And GER-PAK Film offers the widest range of widths 
barrier material that controls water-vapor transmission а : 
—from 10-inch for flashing all the way up „Mg 


: н ai 
and will last the life of the building! to 40-foot. Available in CLEAR, BLACK 3 Ө: 


Lightweight, easy to handle and inexpensive, and special opaque WHITE. Ask your dealer gs y= 
GER-PAK Film is specified by architects and used about GER-PAK Film today! wee 


by builders across the country who want unmatched DESIGNED TO MEET FHA REQUIREMENTS 
water-vapor protection in basements and side-walls 


as well as superior dust sealing between floors. — —CLIP AND MAIL NOW FOR FREE SAMPLES! — 
Gering Products, Inc., Kenilworth, N. J. AR-10 
Please send me without obligation: 


Ш FREE samples and brochures of GER-PAK Film and 
Miracle Tape for joining film. 


What's more, GER-PAK Film is ideal for protecting 
material and equipment from the weather... 


c] HM; f-PAIKK 


Virgin Polyethylene Film 


(— 


ie II LC LAT ALONE I ACE E а EE S UTI ө а-а @ # NI E ей Фе а ж.а EE I I 


гел 
? 


Gering Products, Inc., Kenilworth, N. J. 
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Ribbed siding — 4” pitch 


V-beam roofing and siding — 
474" pitch 


Industrial corrugated roofing 
and siding — 2.67" pitch 


A KAISER ALUMINUM ROOFING 
AND SIDING SHEET 
FOR EVERY INDUSTRIAL NEED 


These roofing and siding sheets are 
available in a selection of thick- 
nesses, finishes, widths, lengths. 
Flashing sheet, pre-formed flashing, 
closure strips and other accessories 
also available. For full information, 
see Sweet's 1958 Architectural File 
8b/Ka or Industrial Construction 
File 4b/Ka. Complete specifications 
provided on request 


I6-ACRE VERHEAD 
F -EM SOLVED! 


Two huge Navy hangars get a sturdy re-roofing with 
lightweight sheets of low-maintenance Kaiser Aluminum 


At Moffett Field, California, leaky roofs were threatening 
the structural wood framework of two giant Navy hangars 
with rot and deterioration. Repairs were constant and costly. 
A new covering was obviously needed. 


Why did consulting engineers Waters, Ruth and Going 
specify aluminum for the job? Because careful studies 
pointed up these important advantages: 


1. Aluminum is so light in weight that there would be no 
need to re-stress the buildings. 


2. Aluminum is the most inexpensive of the durable, 
permanent-type roofing materials available. 


3. Aluminum promises minimum maintenance because it 
won’t rust or rot — and resists corrosion. 


Quick to apply — Here’s what contractor Dale Benz 
reports on the project: “Using extra wide 455” sheets of 
0.032” thick Kaiser Aluminum stucco-embossed industrial 
corrugated roofing, 16 of our men were able to place between 
400 and 500 sheets every day. 


“All told, over 700,000 square feet were efficiently covered— 
at a weight saving of a half-pound per square foot over г the 
original composition material.” 


Functional good looks — Result: a low-cost, sturdy 
and attractive roofing capable of withstanding even high 
velocity winds. “Barring an act of God,” says Benz, “these 
roofs should easily last the life of the hangars themselves.” 


ж * ж 


Kaiser Aluminum offers a complete supply of cost-saving 
industrial building products, including the components for 
new insulated “sandwich wall" construction. Consult the 
yellow pages of your telephone directory or write for 
literature. Kaiser Aluminum & Chemical Sales, Inc., 919 
N. Michigan Avenue, Chicago 11, Illinois. 


@ Aircraft hangars, U.S. Naval Air 
Station, Moffett Field, California. Re-roofing ; 
of hangar at left commences as work on 
hangar at right nears completion. Consulting 


Engineers: Waters, Ruth ine [oem m | KAISER 


Jose, Calif.; Contractor: 


Phoenix, Arizona. ALUMINUM 


4 Workmen easily apply corrugated 
Kaiser Aluminum over built-up roofing. 


Aluminum’s light weight made the job go fast. THE BRIGHT STAR OF METALS 


APPROVED APPLICATORS 


Additional information on Kaiser Aluminum industrial building products may also be obtained from: 


WALTER G. MITCHELL COMPANY WM. C. KULZER COMPANY FRASER EDWARDS COMPANY ALLENTOWN ROOFING & SHEET METAL 
2303 Jefferson Street 3340 North 10th Street 2412 Harrison Street COMPANY, INC. — 
Torrance, California Philadelphia, Pennsylvania San Francisco, California une a s Streets 
entown, Pennsylvania 
HUGHES STEEL ERECTION CO. THE YOUNG COMPANY 
Y 
GANEN SAES, aren 171 Harvey Street 1101 West First Street PATTERSON STEEL COMPANY 
ES Жене Cambridge, Massachusetts Charlotte, North Carolina P. О. Box 2620 
l CALLERY INDUSTRIES, INC. SOUTHERN FABRICATING, INC. Оет 
DALE BENZ, INC. 130 Hillvue Lane P. О. Box 97 R. G. VARNER STEEL PRODUCTS, INC. 
1912 West Grant Street Pittsburgh 37, Pennsylvania Staley, North Carolina E a i 
шнын. Acum METAL PRODUCTS, INC. LYDICK ROOFING COMPANY i oro 
106 Birney Street 1301 Foch Street 


Greenville, South Carolina Forth Worth, Texas 


ENNATRACK 


DESIGN 
IDEA 


IFINI me Poe 


fy 


wwe 
TIFT leet 


ачр ane te hisses дузлы АМ 


THE “MR. AND MRS.” CLOSET 
a distinctive and useful installation 


zl 


MIRRORS AND GLIDING DOORS 


with hardware by Kennatrack 


Popular, space-saving “Mr. and Mrs." closet: two wardrobes. When either closet is used, finger- 


sliding doors make best use of room... and tip pressure slides the door behind the mirror; 
afterwards, it's easily —and quietly—returned to its 


mirror is always in view. | original position. 

Gliding doors with Kennatraek hardware make The “Mr. and Mrs." is only one of the many 
this attractive and unusual “Mr. and Mrs." closet space-saving ideas now being developed by a full- 
possible. A full-length mirror makes a design fea- time staff of designers and engineers at Kenna- 
ture of the usual “written-off” wall space between track, the world's largest exclusive manufacturer 


of hardware for sliding doors. For quiet, free- 
moving hardware, always specify Kennatrack 
Gliding Door Hardware—the complete line that 
is guaranteed to give trouble-free performance for 
a housetime! 

Write today for your FREE Kennatrack cata- 
log. See why more architeets specify Kennatrack 
Gliding Door Hardware! 


Li al 


KENNAFRAME. Original, pat- 
ented all-steel frame (with 
aluminum track) for pocket 
doors. Goes up in minutes. 


KENNATRACK HARDWARE 
is sound conditioned; it 
glides. Only Kennatrack offers 
eight f/oating nylon wheels. 


For quiet and for quality 


KENNATRACK' 


SOUND-CONDITIONED GLIDING DOOR HARDWARE 


Kennatrack Corporation, Elkhart, Indiana 
A subsidiary of Ekco Products Company 


KENNA-PAK. One-piece 
header assembly (with track in- 
stalled) for quick, easy instal- 
lations of by-passing doors. 


WRITE TODAY for your free 
copy of our new 32-page 
catalog, or see Sweet's Archi- 
tectural File 18d/Ke. 
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LINEAR DIFFUSER MODEL 
in three sizes 
80-450 cfm air delivery” 


HIGH VELOCITY 


VALVE 
ATTENUATORS 


NDER-WINDOW MODEL | Cy REMOVABLE UNDER-WIN 
T ; : 4 MODEL 
in three sizes - | 
80-450 cim air  delive 


OPEN END MODEL 

-in six sizes —— 3m 
80-1500 cfm air delivery 

- Rectangular and Multiple 
: Round Outlets- 


ALL SIX MODELS offer greatest 
design flexibility for single 
and dual duct systems 


All six high performance, space-saving, cost-saving models are available with Con- 
stant Volume Control... with either flat plate or sinuous baffle... with static 
pressure taps for quick accurate air delivery measurement . . . and with the patented 
helical spring damper that assures complete close-off. 

Wherever your plans call for a high velocity air conditioning system—whether 
you're designing a new structure or remodeling an old one—choose Connor high 
velocity valve attenuators...there's a model that meets every design and per- 
formance test. 

Request new 24 page Bulletin K33-A, which includes selection data on Connor 
equipment and special information for the design of any High Velocity system. 


CUMVOR .. for Constant Comb Conil bons 
MAIL TODAY 


CONNOR ENGINEERING CORPORATION 
82 SHELTER ROCK ROAD, DANBURY, CONNECTICUT 


Please send me New 24 page Bulletin K33-A: 


o-dratt« 


high velocity air diffusers 


CONNOR ENGINEERING CORPORATION 
82 SHELTER ROCK ROAD ө DANBURY ө CONNECTICUT 
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Over ló6inches of Safe, 


omfortable, Foot Room 
HUSSEY 


CLOSED DECK 


"ROLL- OUT" GYM SEATS 


HUSSEY MFG. CO., INC. 
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That’s the largest amount of safe, solid footboard in any gym 
seat. Even big men with big feet can be comfortable, because 
their toes and heels aren’t dangling in space. Women particu- 
larly like the solid closed deck. If they unconsciously take off 
their shoes they can’t lose them. There are no openings through 
which their shoes can drop to the floor. The closed deck also 


gives them freedom from the fear of falling through or the - 


embarrassment from youngsters playing under the stands. 


Your clients will appreciate it if you point out the factors of 
comfort, convenience, safety, lower insurance rates, the ability 
to close stands with the trash inside, and the faster, less expen- 
sive janitorial costs that go with Hussey Closed Deck Roll-Outs 
in addition to the structural factors. These are the plus values 
that have led many architects to 


Speci y "UL 


Write for free literature or see Sweet's Catalog =~. 


587 R.R. AVE. 
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Office Literature 


continued from page 232 


Aluminum Church Windows 


Describes construction of Twin-Beam 
windows, which permit double glaz- 
ing to protect stained glass. 8 pp. 
Industrial Engineering Works, 69 
Bloomsbury Street, Trenton 6, N. J. 


Sliding Closet Doors 


Catalogue describing vertical-sliding 
wardrobe doors includes data on de- 
sign and building requirements, and 
list of current installations. 50 pp. 
Barber-Colman Comnany, Depart- 
ment 8E, Rockford, Ill.* 


Water Paints 

Priming and Conditioning Products 
for Extertor Masonry (A. I. A. 25- 
C) gives information on painting of 
exterior masonry and porous build- 
ing block. Synko Dry Wall Construc- 
tion Products (А. I. A. 28-L) ex- 
plains taping and concealing joints 
in dry walls, and gives information 
on sealing and decorating plaster- 


board walls after joints and nail- 


heads have been prepared. Synkoloid 
Company, Department M, 3345 Med- 
ford Street, Los Angeles 63, Calif. 


A Paint Job 


. is as Good as its Primer shows 
importance of prime coat in success- 
ful painting of buildings. 14 pp. 
Eagle-Picher Company, American 
Building, Cincinnati 1, Ohio 


Aluminum Foil Insulation 


Brochure describes four new types 
of Alfol reflective aluminum insula- 
tion, and provides data on thermal 
efficiency, uses and methods of appli- 
cation of the new products. Reflectal 
Corporation, 200 South Michigan 
Avenue, Chicago 4, Ill.* 


Curtain Walls 


Brochure describes physical proper- 
ties of Foamglas and its applications 
in curtain wall construction. 12 pp. 
Booklet No. FB-104, Pittsburgh Corn- 
ing Corporation. 1 Gateway Center, 
Pittsburgh 22, Pa.* 


Transfer Switch Specifications 


Cover mechanically linked, dual-cir- 
cuit circuit breakers for transfer of 
power to emergency service. Useful 
for specifying standby, switch gear 
and emergency transfer installations, 
data covers normal and emergency 
ratings of units, type and capacity 
of cireuit breakers, etc. Lake Shore 
Electric Corporation, 500 Willis 
Street, Bedford, Ohio. 


*Additional product information in 
Sweet's Architectural File, 1958 


more literature on page 312 


Wie 
the tue eet 


‚ 88 Хо@ 


Wachovia Bank & Trust Co. 

building in Charlotte, N.C. — 
uses sheet and strip copper 
flashing in construction 


First building in the United States to use 
prismatic, pre-cast concrete panels. First 
tower-type structure in the South. Larg- 
est office building in Charlotte. These are 
some of the records set by the striking 
new office building of the Wachovia Bank 
& Trust Company. 


More than 25,000 lbs. of copper flash- 
ing by Chase protect the building against 
weather. Ten tons plus of sheet and strip 
copper and lead-coated copper were used 
in its construction. 


Chase is ready to help you meet the 
needs of your construction projects 
—large or small, from residence to major 
office building. Let your nearest Chase 
District Office or Warehouse show you 
the many ways that low-cost, long-lasting 
copper can serve better, protect longer, 

add beauty to buildings. Or write Chase, 
Architects: 


Harrison & Abromovitz Waterbury 20, Connecticut. 
New York City 


A.G. Odell Jr. & Associates 
Charlotte, N.C. 


Sheet Metal Contractor: 


G. G. Ray Co., Charlotte, N.C. | 
Wholesalers: 
Metal Service Corporation | 
Hajoca Corporation AS e 
| e 


OF AMERICAN INDUSTRY 


— BRASS & COPPER CO. 
WATERBURY 20, CONN. 
Five-million-dollar new home of Wachovia Bank & Trust Co. in Subsidiary of : 
Charlotte, N. C.—called one of America's most modern buildings. Kennecott Copper Corporation 


The Nation's Headquarters for Brass, Copper and Stainless Steel 


Atlanta Baltimore Boston Charlotte Chicago Cincinnati Cleveland Dallas Denver Detroit Grand Rapids Houston Indianapolis Kansas City, Mo. Los Angeles 
Milwaukee Minneapolis Newark New Orleans New York (Maspeth, L. 1.) Philadelphia Pittsburgh Providence Rochester St. Louis San Francisco Seattle Waterbury 
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LOW COST MINERAL TILE 
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Announcing: 
Gold Bond 
ACOUSTIROC 


3 new acoustical 
tiles that add variety 


to your designs 


3 patterns: Smooth, 

Striated and Random Perforated. 
Suitable for any decor — 
traditional or modern — from 
business office to fine 
restaurant. 

Absorbs up to 85% of all noise 
striking it. 

Can be installed in high 
humidity conditions. 

Class A Incombustible. 

Light reflection up to 91%. 


Cuts easily and neatly. 
Strong, not brittle. 


Costs less than most 
mineral tiles. 


For more complete 

information, see your Gold Bond® 
repr esentative, or write 

Dept. AR-108, National Gypsum 
Company, Buffalo 2, N.Y. 


Gold Bond 


BUILDING PRODUCTS 


NATIONAL GYPSUM COMPANY 


New Aluminum Grille 
in Architectural Colors 


Bearing Bar Sizes 
From 1" to 2" 


Roll-Lock is a new concept in grille design. Bars are 
economically roll locked together into solid, light 
weight, rattle-proof panels that are handsome and 
decorative for wall panels, column facings, sun- 
shades, spandrels, partitions, room dividers, fixture 
supports, gates, fences, etc. To blend with the new 
look in buildings the grilles are available in ano- 
dized architectural colors. In the larger bar sizes, 
spark-proof, corrosion resistant Roll-Lock is ideal for 
flooring and treads in many industrial plants, par- 
ticularly power and sewage plants. Write on your 
letterhead for free fileworthy catalog and desk 
sample. 


$ 


Kerrigan 


NASHVILLE 


„ев Mela, E 


TENNESSEE 


GENERAL SALES OFFICE, 280 MADISON AVE., NEW YORK CITY 


New Kansas State Office Building Joins the 
Distinguished Roster of Norton Inador^ Users 


Complete Norton Line Meets 
Every Door Closer Need 


NORTON INADOR for 
Streamlined Modern De- 
sign Available with (A) 
regular arm and (B) holder 
arm...4 sizes to meet all 
standard requirements. 


———— 


doors. 


Norton Sur- 
face-type Clos- 
ers are avail- 
ble for all in- 
stallations 
where conceal- 
ment is not es- 
sential. 


45 NORTON 750: New corner design 
with concealed arms for all type 
doors, particularly narrow rail 


NORTON 703E: 
Compact surface 
mounted type.. .first 
closer with extruded 
aluminum alloy shell. 
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An interior to match the dramatic simplicity of this impos- 
ing exterior called for painstaking attention to every detail, 
including door closers. The Norton Inador Closer was 
selected because it is so nearly invisible. Its compact mecha- 
nism being entirely concealed in a mortise in the top rail of 
the door, there is nothing to detract from the beauty of the 
door itself. 

There is also no sacrifice of efficiency. Every Norton 
Inador is designed and built to last longer...require less 
maintenance and provide the long-range economies impera- 
tive in all public buildings. If, therefore, you now have such 
a building “‘on the boards," investigate Norton /nador while 
door closer specifications are still undecided. Write today for 
FREE copy of the new catalog on Norton's full line of con- 
cealed and surface door closers including important new 
models. 

FOR ADDITIONAL MODELS, CONSULT NEW £57 CATALOG 


NORTON c5: 
CLOSERS 


Dept. AR-108 • Berrien Springs, Michigan 


Potomac Iron Works is using 10” Junior Channels (8.4% per foot) as stair stringers in this 
15-story Baltimore, Maryland, state office building with 12-gauge J&L hot rolled sheet steel 
as risers. General contractor: Blake Construction Company, Washington, D. C. Architects: 


Fisher, Nes, Campbell & Associates, Baltimore. 


"Clean edges and uniformity of 
Junior Channels speed stair fabrication" 


. .. States leading architectural metal fabricator 


*We have standardized on Junior 
Channels for stair stringers. They 
permit us to prefabricate stairs to 
exact dimensions with a minimum 
of waste," reports Mr. Milton M. 
Mulitz, president of the Potomac 
Iron Works, Inc., Hyattsville, 
Maryland. 

Potomac Iron produced and in- 
stalled 92 flights of stairs in this 
15-story Maryland State Office 
Building and the adjacent six story 
Maryland State Roads building in 
Baltimore. Potomac Iron manufac- 
tures over 5,000 prefabricated stair 
units yearly for residential, apart- 
ment and commercial construction. 

“Junior Channels are stronger 


than formed plate channels of equal 
depth. Yet their minimum steel 
weight speeds handling and fabri- 
cation," says Mr. Mulitz. 

Junior Channels, hot rolled sec- 
tions, are ideally designed for 
stairway stringers. Straight line 
simplicity and narrow flanges make 
possible their use with or without 
ornamental trim moldings and 
other modifications. 

Write today for design data on 
Junior Channels, available in three 
sizes: 10”-6.5%; 10”-8.4%; and 12"- 
10.6% per foot. Write to Jones 
& Laughlin Steel Corporation, 3 
Gateway Center, Pittsburgh 30, 
Pennsylvania. 


Jones & Laughlin Steel Corporation 


PITTSBURGH, PENNSYLVANIA 


a 


The new. 1,520,000 sq. ft. 
Automatic Electric Company 
plantat Northlake, Ill. —de- 
signed, engineered and 
built by The Austin Co. 


78 Stainless Steel Wash- 
fountains are located in 
mezzanine locker-rooms at 
strategic points throughout 
the plant. 


Automatic Electric Plant Sets 
New High Standards in Operation and Design 
—AND IN WASHING FACILITIES, TOO! 


A member of the General Telephone System, Automatic Electric has com- 
pleted their new Northlake, Illinois, plant with the most modern facilities 
for efficient operation and employee welfare. 


78 STAINLESS STEEL BRADLEY WASHFOUNTAINS! 


Clean locker-rooms, well-lighted and roomy, are located conven- 
iently throughout the plant. Foot-controlled stainless stee! Wash- 
fountains provide the maximum in sanitary washing facilities— each 
serving 8 to 10 simultaneously. 

There are no faucets to touch or maintain, no chance of spreading 
infections. Installation time was saved since each multi-person Wash- 
fountain requires but three piping connections. 

Water consumption is reduced—no water wasted because of foot- 
control, and maintenance and janitor work are kept to a minimum. 

Bradley Washfountains are used in plants of every size and may 
be installed in old as well as new buildings. For complete data, ask 
for Catalog 5601. | 


BRADLEY WASHFOUNTAIN СО. 
2227 W. Michigan St. 
Milwaukee 1, Wisconsin 


Write for 
Catalog 5601 


BRAD E. 
ОРЛ, 


Distributed Through Plumbing Wholesalers 


The foot-controlled sprayhead serves 
8 to 10 but the total amount of water 
is no more than for a conventional 
wash basin. 
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Office Literature 


Designing for Flatness 


. in Porcelain Enamel Panels 
features four design studies of rep- 
resentative panel types: laminated 
panel, involving aluminum honey- 
comb and rigid insulation; 4 by 12 ft 
mechanically assembled panel; com- 
bination laminated-mechanically as- 
sembled panel with corrugated face; 
thin-wall panel design including 
aluminum honeycomb laminated tc 
front and back sheets of porcelain 
enamel. Other discussions of flat- 
ness are included. 16 pp. Ingram- 
Richardson Manufacturing Company, 
Beaver Falls, Pa.* 


Revised ASTM Standards 


Four recent revisions of ASTM stand- 
ards covering structural tiles and 
bricks have been approved as Ameri- 
can Standards. They are: 

American Standard  A760.1-1958, 
ASTM Designation C56-57, Standard 
Specifications for Structural Clay 
Non-Load-Bearing Tile; 

American Standard  A77.1-1958, 
ASTM Designation C57-57, Standard 
Specifications for Structural Tile; 

American Standard  A98.1-1958, 
ASTM Designation C62-50, Standard 
Specifications for Building Brick; 
and 

American Standard A99.1-1958, 
ASTM Designation C216-57, Stand- 
ard Specifications for Facing Brick. 
30 cents each. American Standards 
Association, 70 Hast 45 Street, New 
York 17, N. Y. 


Precast Concrete Floor and Roof 


(A. I. A. 4-K) Includes detail draw- 
ings and design data as well as re- 
vised information on specifications. 
The Flexicore Company, Inc., 1932 


East Monument Avenue, Dayton 2, 
Ohio 


Plywelsh Architectural Kit 


Contains samples of prefinished ply- 
wood panelling and matching mold- 
ings in ten finishes. Welsh Plywood 
Corporation, Memphis, Tenn. 


Pipe Insulation 

Diseusses physical properties, ther- 
mal conductivity, types of factory- 
applied jackets, comparison with 
other insulations, guide to specifica- 
tions for application and finishing, 
and dimensions. 8 pp. WPN-2, 
І. О. F. Glass Fibers Company, 1801 
Madison Avenue, Toledo 1, Ohio. 


Literature Requested 

Stanley Goldin, A. I. A., 233 West 7 
Street, Long Beach 13, Calif. 
*Additional product information in 
Sweet's Architectural File, 1958 
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PEELLE 


OTORSTAIRS 


make good buildings 
better 
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Due Motorstairs are demonstrating 
their value in many prominent commercial, indus- 
trial and public buildings. They increase profits, 
improve property values and add to the utility of 
buildings and transportation systems. 


The exclusive Peelle Handrail, with its contrasting 
color spacers, the graceful proportions and the at- ( 
tractive color combinations of the РееПе Motor- E 
stair add to the beauty and decor of some of the 
finest buildings on the North American Continent. 


Over two-thirds of the many Peelle Motorstair 
users are repeat customers. Such a tendency to 
re-order furnishes significant evidence of the me- 
chanical excellence, low maintenance cost and sat- 
isfactory performance of Peelle Motorstairs. 


Peelle Motorstairs handle hurrying crowds in trans- 
portation terminals, increase sales in stores, release 
ground floor space for high rentals in banks and 
hotels, help theatres fill balconies, make basement 
and roof parking areas more accessible, facilitate 
seating in stadiums and race tracks and perform 
many other valuable services. SHERATON HOTEL, Philadelphia, Pa. 


P EELLE P LANNING SERVICE — without cost, Peelle engineers will help you 


work out a plan for the advantageous use of Motorstairs in either new or existing 
buildings. Call or write fully about your requirements. SEE OUR CATALOG 


IN SWEET'S 


OAKLAWN RACE TRACK, Hot Springs, Ark. MID-ISLAND SHOPPING CENTER, Hicksville, N. Y. 


ENGINEERED 
FOR THE 
BUILLING 
INQUSTRY 


A PEELLE- RICHMOND PRODUCT 

E, 

$ THE PEELLE 
COMPANY 


47 Stewart Avenue, BROOKLYN 37, N. Y. 
4037 N. Kedzie Ave., CHICAGO 18, ILL. 

34 South 17th St., PHILADELPHIA 3, PA. 

N. W. F Street, RICHMOND, IND. 

4922 N. Vineland Ave., N. HOLLYWOOD, C 


Consider 

these 4 

engineering 
concepts: 


Why Ceco has 


no axe to grind... 


Remember the old song: ‘‘Don’t Fence Me In?" The 
architect will agree it expresses his attitude. He wants 
to achieve his design without restrictions. Therefore, 
Ceco has established a broad and versatile line of 
metal building products that provide answers for all 


architectural viewpoints. That's why Ceco has no axe 


to grind when it comes to building methods. And that's 


ш lf lightweight open floors are wanted in structural steel, 
the most practical and economical solution can be found in 


why you get what you want at Ceco. Ceco Steel Prod- 


А Ceco Open-Web Longspan апа Shortspan Steel Joists. Lightweight 
ucts Corporation. General offices, 5601 West 26th but rigid construction with Ceco Steel joists reduces weight of 
. NN ting beams, columns and footings, saving materials 

11 . ff suppor Ў 
Street, Chicago 50, Ilinois. Offices, warehouses and throughout the building. Pipes and ducts are easily placed 
fabricating plants in prineipal cities through the open webs of Ceco Joists, making it unnecessary 


to increase story heights. This saves materials, permits low 
Silhouette exteriors. Construction time is kept to the minimum. 
An exclusive feature: Low cost quality underfloor electrifica- 
tion is obtained by using Ceco Electro-Channel Steel Joists in 
combination with Ceco standard joists. 
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m if open floor area is wanted in reinforced concrete, the an- 
swer is waffle-type flat slab construction formed with Ceco 
Steeldomes. Wide column spacings are achieved with Steel- 
domes, because of (a) the basic economy of two-way construc- 
tion, and (b) the saving of dead-load through use of a joist 
framing system Projecting beams are eliminated— story heights 
kept to the minimum. Splayed heads and drop panels can be 
eliminated, too. Your client saves on concrete, steel and labor 
... gets wide open spaces he can convert to profit. R/C duct 
underfloor electrification is readily installed, allowing electrical 
and telephone outlet flexibility for the life of the building. 


IN CONSTRUCTION PRODUCTS CECO ENGINEERING 
MAKES THE BIG DIFFERENCE 


Ceco Steelforms / Concrete Reinforcing / Steel Joists 


Roofing Products /  Cecoframe Buildings /  Curtainwalls, 


Windows, Screens / Hollow-Metal Doors / Metal Lath 


W |f you want to exercise your architectural imagination, turn to Ceco 
Aluminum or Steel Curtainwalls. Using experience and sound engineer- 
ing principles, Ceco can accommodate almost any architectural design. 
This frees you of limitations. Ceco mullions and windows are proven 
sound in engineering, practical in application and pleasing in appear- 
ance. So to achieve your artistic goal in a practical way, see Ceco for 
engineering advice before you sit down at the drawing board. 


ШЇ standard clearspan design in one-story construction is wanted, 
Cecoframe Steel Buildings fill the need. Durable Cecoframe structures 
are ideal for warehousing and manufacturing—for machine shops and 
utility buildings—can also serve a variety of light-occupancy commercial 
and industrial purposes. Complete freedom is offered by Cecoframes 
because they can be enclosed with any material—such as walls of 
windows, engineered Cecoroll galvanized steel roofing, steel panels, 
brick, block or wood, with hollow-metal or overhead doors. Cecoframes 
are designed on open-web steel joist principles for great rigidity. You 
have freedom in layout because Cecoframe structures can be placed 
side by side or in L shapes to fit any land site, 
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HOLCOMB & HOKE MFG. CO., INC. 


SEE OUR CATALOG 


You can’t hear a “pin” drop ~ 


when this FOLDOOR is closed 


On one side of this Dual Sound Retardant ForpooR is a 
league meeting room . . . on the other, a bowling alley. Yet 
this FoLpoor installation is so successful that private parties 
in the league room are undisturbed by bowling alley noises. 


When the room is not engaged for meetings, the sound- 
absorbing Еогроок partition is folded back . . . adding 
space for other uses. It's a profitable arrangement that helps 
Еогроов quickly pay for itself in commercial applications. 


Actually, this new type ForpooR cuts sound transmission 
more effectively than any other fabric covered folding door. 
Impartial tests prove it! Anywhere you're planning double- 
use facilities, either new or remodeled, you'll be space and 
money ahead with the new Holcomb & Hoke Dual Sound- 
Retardant Еогроов. 


Call your nearest FoLpoor distributor now—or write direct 


for complete details. The cost is probably much less than 
you think. 


1545 Van Buren Street 
Indianapolis 7, Indiana 


In Canada: 


OR WRITE FOR COPY 
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Bowling Alley and Meeting Room — Crossroad Lanes, Inc., Peoria, Illinois 
Architect: Leslie Kenyon & Assoc., Peoria, Illinois 


HOLCOMB & HOKE 


FOLDOOR OF CANADA, LTD. F 0 LT} 0 I R 
Montreal 26 NINNIN 


INSTALLING DISTRIBUTORS IN ALL PRINCIPAL CITIES 


FOLDING PARTITIONS AND DOORS 


The Record Reports 


On the Calendar 


October 


2-4 


2-4 


9-11 


9-12 


12-15 


12-16 


North Central A.I.A. Regional 
Conference—St. Paul, Minn. 
Annual Convention, Structur- 
al Engineers of California— 
Ahwahnee Hotel, Yosemite 
National Park, Cal. 

Gulf States A.I.A. Regional 
Conference—Biloxi, Miss. 
1958 “Congress on Better Liv- 
ing," sponsored by McCall’s 
magazine—Washington 
National Conference, Industri- 
al Designers Institute—New 
York and Silvermine, Conn. 
13th Annual Forum, Pennsyl- 
vania Society of Architects— 
Galen Hall, Wernersville, Pa. 
Northwest  A.LA. Regional 
Conference—Harrison Hot 


Springs, British Columbia, 
Canada 

Annual Conference, National 
Association of Housing and 
Redevelopment Officials— 
Sheraton-Palace Hotel, San 
Francisco 


60th Annual Conference and 
Exhibit, American Institute of 
Park Executives and American 
Association of Zoological 
Parks and Aquariums—Jung 
Hotel, New Orleans 


18-17 National Convention (third of 


14-15 


14-16 


15-18 


18-21 


20 


three), American Society of 
Civil Engineers, and second 
annual Civil Engineering 
Show—Hotel Statler-Hilton, 
New York 

Annual fall meeting, Wire 
Reinforcement Institute, Inc. 
—Park Plaza Hotel, St. Louis 
Women’s Conference on Hous- 
ing, sponsored by National 
Association of Home Builders 
and United Industry Commit- 
tee for Housing—National 
Housing Center, Washington 
New York State Association 
of Architects Convention (16- 
18) and Regional Conference 
of New York Area, A.I.A. (15) 
—Powers Hotel, Rochester 
California Council, A.I.A., An- 
nual Convention, and (17 on- 
ly) Cal.-Nev.-Hawaii Regional 
Conference—Mark Thomas 
Inn, Monterey Peninsula, Cal. 
14th Annual Design Confer- 
ence and Meeting, American 
Society of Industrial Design- 
ers—Bedford Springs Hotel, 
Bedford, Pa. 

“The Rapid Urbanization of 
America: Challenge to Safe- 
ty,” a special session of the 


Electronic Data Center, Bell Aircraft Corporation, Buffalo, New York. (Inset shows floor plan.) 


Electronic data center 
installed in- 
specially designed building 


you CAN BE SURE... ir its Westinghouse W) 


Group in conference room includes Robert 
J. Lichtenthal, Buffalo Electric Co., West- 
inghouse Distributor; Charles G. Jones, 
Walter H. Sherry and Associates, Consulting 
Engineers; George Dick Smith, Jr., Kideney, 
Smith & Fitzgerald, Architects and Engi- 
neers; Carl E. Diesen, Manager of Electronic 
Data Processing, Bell Aircraft Corporation; 
and Charles T. Hansen, Westinghouse Sales 
Engineer. 


J-94113-2 


Magnetic tape printer in computer room. E 


Bell Aircraft computer facility 
required unusual plant planning 


The need of Bell Aircraft for electronic computer 
facilities led to the design and construction of a 
new building which would meet the special de- 
mands of such an installation. The computer 


center, which will eventually serve all Bell plants, . 


contains complete computer equipment, a com- 
munications center for the entire corporation, 
and all offices and business machines necessary 
for the operation of such an installation. Expan- 
sion area has been provided for a duplication of 
the present computer facilities. 

To satisfy the rigid requirements for control of 
humidity and temperature in the computer room, 
it is centered in the building (as shown in the 
diagram) and is insulated from any outside walls 
by the corridor, offices and equipment rooms 
which surround it. The new electronic data center 


is located immediately adjacent to the Bell Air- 
craft plant in Buffalo, N. Y., but because of the 
self-sufficiency of its design and the completeness 
of its equipment, it could have been situated at 
any other site selected. 

Included in the self-contained center is a West- 
inghouse electrical system to transform and dis- 
tribute electrical power to the computer installa- 
tion, business machines, air conditioning machin- 
ery, lighting and other electrical requirements. 
Some of the components of this Westinghouse 
electrical system are shown in the accompanying 


illustrations. 
J-94113-3 


(continued) 
You CAN BE SURE... ir ITS 


Westinghouse 


13301311. 
ъъ X 


NE 


Robert Lichtenthal, James A. 
Reil, Ferguson Electric Construc- 
tion Co., Electrical Contractors, 
and Charles Hansen discuss 
quietness and space-saving fea- 
tures which permit installation of 
Westinghouse 225-kva DT-3 
dry-type transformer near office 
machines to which it supplies 
120-v power. 


Raymond E. Carroll, General Super- 
visor, Bell Electronic Data Processing, 
Charles G. Jones, Charles Hansen and 
George Dick Smith, Jr., examine the 
150-kva Westinghouse power center 
supplying low-voltage power exclusive- 
ly for computer equipment. 


James Reil and Robert Lichtenthal 
check one of the two Westinghouse 
CDP panelboards which distribute 120 
volts to the office machines from the 
Westinghouse 225-kva DT-3 dry-type 
transformer. 


Iss e RS 


e Yt ct EXT 


ИТТ 
ЕТТТ 


Charles Hansen, George Dick Smith, Jr., Charles G. Jones and Raymond Е. Carroll discuss Westinghouse 500-kva building 


service power center. CDP panelboard is shown on wall at rear. 


Bell Aircraft computer facility 
required unusual plant planning continued) 


Westinghouse welcomes the opportunity to work with 
you in determining the best solutions to your own special 
electrical requirements. See the Westinghouse Electrical 
Construction Engineer nearest you, or write Westing- 
house Electric Corporation, Box 868, Pittsburgh 30, Pa. 


Electronic Data Section 
Bell Aircraft Corporation, Buffalo, New York 
Architect: Kideney, Smith & Fitzgerald, 
Architects and Engineers 
Consulting Engineer: Walter H. Sherry and Associates 
Electrical Contractor: Ferguson Electric Construction 
Company, Inc. 
Westinghouse Distributor: Buffalo Electric Co., Inc. 


you CAN BE SURE...iF rs Westinghouse 


Over 275 Pages Westinghouse Data 
in Sweet’s Architectural File 


General view shows one section of electronic data 
computer room at Bell Aircraft. 


r- 


Daily use cannot wear away 


the deep beauty of natural wood 


ST. JOHN'S LUTHERAN CHURCH, ASHTON, ILLINOIS. ARCHITECT: HUBBARD & HYLAND CO., ROCKFORD, ILLINOIS 


THE DEEP BEAUTY OF NATURAL WOOD 


in PELLA WOOD FOLDING DOORS does not wear 
away under severe usage. Available factory fin- 
ished in pine, óak, birch and Philippine mahogany 
veneers...or, ready for on-the-job painting or 
finishing. Stock and custom sizes. See our cata- 
log in Sweet’s or send coupon. Distributors 
throughout U. S. and Canada. Consult classified 
telephone directory. 


WOOD FOLDING DOORS 


SEND COUPON TODAY 
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ROLSCREEN COMPANY, Dept. J-113, Pella, lowa 


Please send detailed literature on 
PELLA WOOD FOLDING DOORS. 


NAME 


FIRM 


ADDRESS 


CITY ZONE STATE 
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The Modular Miracle 


SKYLIKE 24" modules using 150 to 500W* silvered bowl 
lamps have produced, in several thousand installations, a modern 
lighting miracle. The reason — SKYLIKE provides lighting's 
most important factors — comfortable seeing — beauty of design — 
efficiency and simplified maintenance. 


They are adaptable to any type of interior, actually become an 
integral part of any ceiling, with unlimited possibilities of artistic 
or functional lighting patterns. Add all these features plus quality 
in material and fabrication and you have the reason for SKYLIKE 
—the miracle lighting module. 

* Metal louver—300W with Plastic Diffuser 


If you have a lighting problem in... 


STORES OFFICES CLASSROOMS 
LOBBIES AUDITORIUMS GYMNASIUMS 
SUPERMARKETS BANKS ETC. 


SKYLIKE can provide the correct answer 


3 TYPES OF DIFFUSERS RELAMPS FROM FLOOR 


Hia ve 


METAL 


PLASTIC DIFFUSER 


SILVRAY LIGHTING, INC. 


BOUND BROOK, NEW JERSEY 
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The Record Reports 


National Safety Congress spon- 
sored by Home Safety Divi- 
sion of National Safety Coun- 
cil—Conrad Hilton Hotel, Chi- 
cago 

20-24 Annual Congress, National 
Safety Council—Chicago 

20-23 Tenth Mental Hospital Insti- 
tute—Hotel Muehlebach, Kan- 
sas City 

22-24 25th Annual Convention, Ar- 
chitects Society of  Ohio— 
Sheraton-Gibson Hotel, Cin- 
cinnati 

23-25 Fall Meeting, National Socie- 
ty of Professional Engineers 
—St. Francis Hotel, San Fran- 
cisco 

25-29 Annual Meeting, American In- 
stitute of Planners—New 
York 

27-30 36th Annual Meeting, Ameri- 
can Institute of Steel Con- 
struction—Greenbrier Hotel, 
White Sulphur Springs, W. 
Va. 

27-31 National Metal Exposition and 
Congress, sponsored by Amer- 
ican Society for Metals— 
Cleveland Public Auditorium, 
Cleveland 

28ff Annual Meeting, American 
Council of Independent Labo- 
ratories, Inc.; through Nov. 1 
—Hotel Biltmore, Atlanta 

29-31 Annual Convention, Texas So- 
ciety of Architects—Hilton 
Hotel, San Antonio 

30ff A.LA. Central States Regional 
Conference; through Nov. 1— 
Kansas City 

31ff Annual Meeting, National 
Trust for Historic Preserva- 
tion; through Nov. 2—New 
Orleans 


Office Notes 
Offices Opened. 


Harold Edelman, A.I.A., announc- 
es the opening of his office at 124 
Washington Pl, New York 14. Mr. 
Edelman formerly was associated 
with Huson Jackson and H. Sey- 
mour Howard, Jr. 

Stanley Goldin, A.I.A., has opened 
an office at 233 /W. "th St, Long 
Beach 13, Cal. Mr. Goldin formerly 
was associated with Warren Dedrick. 

Charles Haeuser, Architect, has a 
new office at 759 N. Milwaukee St., 
Milwaukee 2. He formerly was asso- 
ciated with William P. Wenzler and 
William G. Losch. 

Arden L. Larson, Architect, an- 
nounces the opening of an office at 
60615 S. Nevada Ave., Colorado 
Springs, Colo. 


Removable 
muntin 
feature 


TAKES “PANES” OUT OF WINDOW CLEANING 


| ONE WINDOW...FOUR DIFFERENT APPEARANCES 
S ur's SOLD ON THIS WINDOW right now! It's the only window 
for those who like the beauty of small multiple panes, 
and for those who don't like to clean them. It's a snap-in, 


snap-out PELLA sales feature you can demonstrate in seconds. 


Several styles of removable muntin bars are available, 
REGULAR 

including new diamond patterns — and you can get them with 

all PELLA WINDOWS — CASEMENTS, MULTI-PURPOSE and new 


TWINLITE combination fixed and ventilating units. 


Get all the good news about these more convenient wood 
windows! See our catalog in Sweet's or mail coupon today. 
Distributors throughout U. S. and Canada. Consult classified 
WITHOUT MUNTINS 
telephone directory. 


SEND COUPON TODAY 
V €0606009600000000000000000000060000009000000000000000600€00200069€00 


ROLSCREEN COMPANY, Dept. J-112 Pella, lowa 
Please send data on PELLA WINDOWS with removable muntins. 


WOOD i 
multi-purpose а 


windows консы 


CITY ZONE STATE 
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Catalina High School, Tucson, Arizona 
Architects: Scholer, Sakellar & Fuller, Tucson, Arizona 
Contractors: L. C. Anderson & J. J. Craviolini, Tucson, Arizona 
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ARCHED CEILING RAISES 
THE ROOF...LOWERS THE COST 


Creative design and functional efficiency need not be hamstrung by 
budgeted dollars. Nor must structural and enduring qualities be 
compromised for economical construction. 

This new school is an excellent example. Here, Fenestra* Acoustical 
“D” Building Panels form a combination structural roof and finished 
acoustical ceiling, replacing five different materials. They are erected 
in one operation, by one trade. 

For curved structures like this, these lightweight, high-strength, 
cellular steel panels require minimum supports, and brace the steel 
arches at the same time. Notice the clean, uncluttered ceiling lines. 

And inside the panels, just above the perforations, is a pre-formed, 
arched, sound-absorbing battt which effects noise reduction coef- 
ficients up to 80%. The ceiling can be washed or painted without 
affecting acoustical qualities. 

Write for FREE Fenestra Building Panel Catalog, or call your 
Fenestra representative. Fenestra Incorporated, Department АВ10, 
2252 East Grand Boulevard, Detroit 11, Michigan. 


"Trademark 
{Patent Pending 


( / n 4 Ee 
INCORPORATED 


Your single source of supply for building panels + curtain walls + doors * windows 


Fenestra Building Panels 
form finished acoustical 
ceiling and structural roof. 
Width - 24", Depths - 11/2", 
3", 4⁄2”, 6" and 716“. 
Lengths-up to 31’. 
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another modern corridor with “invisible” door closers 


UNI-CHECKS 


Strong, trouble-free, shallow 
door closers ... firmly embedded 
in the rigid floor ... no arms or 
closer mechanisms visible on 
either side. Easy to install or 


adjust. Write for complete details. 


РЧА а —— 
le ctu eae ИЕР 


ideal for school classroom doors e hospital patient 
room doors € hotel guest room doors e office building and 


factory interior doors . . . 


THE OSCAR C. COMPANY 


9100 west belmont ave. e franklin park, ill. 
CANADIAN PLANT: 43 Racine Rd. e (Rexdale P.O.) Toronto, Ont. 
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BARBER 
COLMAN 


Now with unit ventilators equipped with room air 
sampling chambers, you can have precision heating 
and ventilating control for classrooms. New Barber- 
Colman controls “take the temperature” of both 
the room air and the air being discharged from the 
unit ventilator and automatically control the damp- 
ers to prevent overheating or overcooling. 


The wall thermostat is gone! The thermostat and 
damper operator are combined in one “package” 
mounted on the unit ventilator. This reduces in- 
stallation costs and helps provide greater control 
accuracy. Maintenance is reduced because the 
thermostat is protected from chalk dust and dirt. 
There can be no tampering with temperatures by 
unauthorized personnel. 


BARBER-COLMAN COMPANY 
Dept J, 1304 Rock Street, Rockford, Illinois 


Automatic Controls * Air Distribution Products * Small Motors * Industrial Instruments 
Aircraft Controls * Electrical Components * Overdoors and Operators * Molded 
Products ә Metal Cutting Tools © Machine Tools œ Textile Machinery 


You wouldn’t do it this way... 


..- but do you know 


about these 
new controls for 
classroom 
heating and 


ventilating ? 


Barber-Colman makes these modern controls for 
every make and type of unit ventilator. (Also a 
complete line of controls and air diffusers for other 
types of heating and ventilating systems.) 


Be sure you have all the facts to guide you on new 
school or modernization programs — simply mail 
the coupon below. 


Barber-Colman Company 
Dept. J, 1304 Rock Street 
Rockford, Illinois 


Please send literature on Barber-Colman controls and air 
distribution products for schoolroom heating and ventilating. 


| 
| 
| 
| 
| 
| 
| 
| Name 
| 
| 
| 
| 
| 
| 


| 

| 

| 

| 

| 

Address 
City State | 
Please check your classification: — ( ) school board; | 

{ ) school administrator; ( ) architect; ( ) engineer. | 

Hii tia cc cs E J 
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Alberene Stone Provides “Low Absorbency" 


bn dealer, said in Protection Against Weather and Chemicals 
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vent window sills from spall- 


Architects are offereda color 


ing and splitting in freezing|range from silvery gray to 

weather. dark gray; green to black; and 
Alberene Black Serpentine|jet black. Also economical slab 

Stone window stools are chem- |thicknesses of 78” to 114". 


ically resistant. Their all-sili- 


For full information and 


cate mineral components pre-|technical assistance address: 
vent discoloration by metallic] Alberene Stone Corporation, 
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6, N. Y., Dept. R. 


vholly attributed. 


т blackjiy 


lasg fo 


ALBERENE 
BLACK 
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The Record Reports 


Leslie G. Pickett and J. Clyde Parl- 
ier, Architects, have formed a part- 
nership at 392 S. Central Ave., Bar- 
tow, Fla. 

Schupack and Zollman, Consulting 
Engineers for the practice of civil 
engineering, is a new partnership 
formed by M. Schupack and Charles 
C. Zollman. The partners, who spe- 
cialize in precast and prestressed 
concrete, have offices at 211 E. 37th 
St, New York 16, and 3605 Chapel 
Rd., Newtown Square, Pa. 

Albert Sigal, Jr. A.LA., has 
opened his own office at 800 Welch 
Rd., Palo Alto, Cal. 

John I. Yellott announces the for- 
mation of John Yellott Associates, 
to render consulting services in 
mechanical engineering, at 901 W. 
El Caminito, Phoenix, Ariz. 


Firm Changes . —_ PUE ES 

The architectural firms of Alexan- 
der and Rothschild and Finch, 
Barnes and Paschal have been con- 
solidated as Finch, Alexander, 
Barnes, Rothschild and Paschal, Ar- 
chitects, with offices at 70 Fairlie St., 
Atlanta, Ga. The principals are 
James H. Finch, Cecil A. Alexander, 
Miller Barnes, Bernard B. Roths- 
child, and Caraker Paschal. 

Harland Bartholomew and Associ- 
ates, City Planners, Civil Engineers, 
and Landscape Architects, 317 N. 
11th St., St. Louis 1, announces two 
staff additions: Whitney C. Hunt- 
ington has become consultant and J. 
B. Blackburn has become associated 
with the firm. 

H. E. Bovay, Jr., Consulting En- 
gineers, announces organizational 
changes: Bennett W. Burns, partner, 
is managing partner, Houston; S. J. 
Bell, associate, is chief engineer, 
Houston; Guy Furgiuele, associate, 
is assistant chief engineer, Houston; 
L. S. Curtis has been made an asso- 
ciate and assistant to Mr. Bovay; 
Morris Backer is head of the air con- 
ditioning and plumbing design divi- 
sions. The home office is at 5009 Car- 
oline St., Houston 4; branch offices 
are at W. 933 Third St., Spokane, 
Wash., and 5217 Government St., 
Baton Rouge, La. 

A. M. Kinney Associates, Engi- 
neering and Architectural Consult- 
ants, announces that Malcolm G. 
Duncan, A.I.A., has joined the firm 
as project manager. Offices of the 
firm are at 2905 Vernon Pl., Cincin- 
nati 19. 

The George S. Rider Company, 
Engineers, 1044 Terminal Tower, 
Cleveland 13, announces that Ed- 
ward M. Burrows, Architect, has 
joined the firm as vice president. 


| THE MARK OF QUALITY : 


Now Barcol helps you predict 


"BARBER 


how much each OVERdoor feature 


COLMAN 


will cut plant's operating cost! 


BOOKLET OFFERED BELOW ILLUSTRATES METHOD + 


30 


Copper and Brass Sales, Inc., Detroit, Michigon. Contractor: Perron Construction Co. Architects: Giffels and Rossetti. 
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Builders and architects readily identify three ways Barcol 
OVERdoor installations cut plant operating costs: 


1. Barcol Cam Action closing hardware gives a tighter 
air seal than conventional wedge-type closing hardware 
. . . reduces cost of heating and cooling space inside. 


2. New Barcol WEATHER-KING Flush Door Sections 
are guaranteed weatherproof and have a U factor of .257 
— twice the insulation value of a 12" poured concrete 
wall — three times the insulation value of ordinary door 
panels! Combined with Cam Action closing, these new 
sections materially add to savings on heating and cooling. 


3. Barcol Electric Operators applied to both exterior and 
interior doors and gates eliminate costly starts and stops 
in plant traffic and save many man-hours annually by 
freeing workers from nonproductive opening and closing 
of doors. 


Now the Barcol engineers can predetermine the average amount 
of each of these savings, and the method is ready for use 
on your present door problems. Variables like local aver- 
age weather conditions and intended use of each door are 
realistically applied. In many cases it can be predicted 
that these features will pay for themselves in two years or 
less through measurable extra plant economies. In other 
cases the tests show whether or not a feature of the instal- 
lation is economical. Ask your Barcol distributor (under 
“Doors” in the phone book) for a savings estimate on 
your present project or use the coupon on the right. 


* SEND for this new 8-page booklet demonstrating 
through specific case material the method by which 
your Barcol distributor helps you predict how much 
OVERdoor features can reduce heating costs and 
save on labor. Also describes and illustrates Barcol 
Cam Action, WEATHER-KING Flush Doors, and 
Electric Operators — features that, in many areas, 

can now be proved to pay 

for themselves in as little as 
two years through measur- 
able direct savings. 


send this coupon 
for your 
FREE copy 


vecta 


venoex tis 


Dept. P810, Rockford, Illinois 


STATE 


т == иша шын — — кын тап кшш ишп — шып шын шын шын шын вып тин шып ee 


ARCHITECTURAL RECORD October 1955 


329 


) 


WESTINGHOUSE TRAFFIC SENTINE 


1 "Westinghouse developed Traffic Sentinel exclusively for its operatorless elevators,” explains 
Betty Furness. “It is a door control mechanism which operates electronically. In this picture, elevator 
doors open the instant the elevator arrives at the floor to allow passengers to enter. 


42 "Doors remain motionless during continuous loading of the elevator. This is the built-in courtesy 
feature of Traffic Sentinel. Doors don't startle passengers by closing prematurely, neither do they 
‘intimidate’ with false starts. 


= "Last remaining passengers are entering elevator, yet not once have the doors attempted to close. 
The reason is simple: door openings and door closings are controlled by Traffic Sentinel which is 
activated by passenger traffic flow—automatically . . . electronically. 


Westinghouse TRAFFIC SENTINEL ELEVATOR DOORS 
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DOORS HAVE BUILT-IN COURTESY 


eK “All passengers have entered the elevator. We are about to witness the final timesaving feature of 
these magic Traffic Sentinel controlled doors. They will start to close almost immediately after the 
last passenger has entered. 


Еу “Doors close and elevator will take passengers to their desired floors. No overcrowding. Doors are 
closed automatically and courteously when the last passenger enters—or when the elevator becomes 
substantially loaded." 


THE SEAGRAM BUILDING 

375 Park Avenue in New York City 

An advanced expression of modern architecture is embodied in this 
much publicized 38 story building. 

All interior photographs shown were made on the lobby floor. 
When you visit New York City, see this remarkable building with 
its smooth, quiet Westinghouse Operatorless Elevators. 

Ride and experience for yourself the politeness and timesaving features 
of elevator doors controlled by Traffic Sentinel. 

Architect — Mies van der Rohe and Philip Johnson 
Contractor—George A. Fuller Company 


vou can se Sut. n Westinghouse 


WESTINGHOUSE ELEVATORS AND ELECTRIC STAIRWAYS 


J98762A A. 
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EO-RAY LOUVRED CEILINGS 
in the JET AGE 


Continental Airline Office 
Dallas, Texas 


George L. Dahl, Dallas, Texas 
К Po айы Жыз 


“Airline selects МЕО - aN A for future Jet Travelers 


Ж Gentlemen: 


The outstanding reasons the Neo-Ray Louvered Ceiling 
was selected for the Continental Airline Office were 
the following qualities: 


l. Light in weight 

2. Sturdy in construction 

3. Ease of installation 

4. The neat, clean appearance, resulting from no ugly 
visible support channels 


Sincerely yours, 
See our catalog in Sweet's Architectural File sec. 32a 
NE Send for LOUVRED CEILING catalog No. 544 
and 
ACOUSTI-LITE catalog No. 557 


IN THE SOUTH 
See Our Permanent Display Af 


ARCHITECTS & ENGINEERS INSTITUTE 
MANUFACTURERS OF LIGHTING FIXTURES INCLUDING: 230 Spring St., Atlanta, Ga. 


=] NEO-RAY PRODUCTS, Inc. 


Louvred Ceilings + Roto-Strip + Luminette + Kleen-VU KVT Troffers KACI LLAP Y LL St. e New York 10, N. Y. 


SPECIAL LOUVRE DESIGNS? 


Neo-Ray is recognized as the pioneer in the 
development and manufacture of louvred ceilings 
« - « with years of louvred ceiling experience. 
Let the "know-how'' of our engineering depart- 
ment assist you. No obligation, of course. 
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Let Pittsburgh add a FREE detailed 
color program to help sell your plans 


Custom-made Color Plans 
Tailored to Your Needs 


* We'll be glad to make a detailed 
color study for you to go with 
your plans without cost or obli- 
gation. These studies will include 
detailed color recommendations, 
complete with samples, bound 
in book form. Also included are 
the correct types of coatings for 
every kind of material and 
construction. 


* Call your nearest Pittsburgh 


Plate Glass Company branch 
ore and more peopie who own or operate 
and arrange to have one of our 


industrial, commercial or service enter- adm mediae dee vom ak 
prises recognize the importance of the influence your convenience. Or send the 
of color upon people. That’s why you can coupon below. 
often make your plans more acceptable to 
clients by including a detailed color program. 


e Why not let us submit а detailed colored pro- и JL... ee 


gram to you based upon the principles of aJ abe | 
. Pittsburgh Plate С mpan 
Pittsburgh’s system of COLOR DYNAMICS? Mail this Paint Division, Dept: AR-T05 У 
This method of painting has demonstrated coupon iis adc dels 
successfully its ability to improve productive toda Gentlemen: 
y Please have your representative provide us with 


efficiency, morale and safety in many fields. further information about Pittsburgh's Free COLOR 


і 
| | 
| | 
| | 
| | 
| | 
1 | 
| DYNAMICS engineering service for architects. | 
| | 
| | 
| | 
| | 
| | 
| | 
| | 


Please send free copy of your booklet оп COLOR 


de 75 17777 чыш 
p PITTSBURGH PAINTS -- | 
G PAINTS ә GLASS » CHEMICALS e BRUSHES e PLASTICS e FIBER GLASS ADDRESS. 
PITTSBURGH PLATE GLASS COMPANY сїтү COUNTY. STATE. .— 


IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED ———————— —— o 
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Executone gives you 
4-way service 
for sound and 
intercom systems! 


We provide not only wiring plans, shop drawings, 
specifications and costs, but with our nation-wide organization 
of exclusive distributors we also give your clients on-premise 
maintenance of equipment and instruct their personnel 

in its proper use. If you have a job on your boards 

that should utilize intercom or sound, you should be 
familiar with these four important Executone services; 


Not only this... 


3 REN iud nt ch ed 


Pr 
СН Ts, 
ы. EN 


Aeg 
467 


Consultation Service 


1 Executone’s Field Engineers will assist you in ' 

determining your clients' communication needs... Е: 
recommend the system designed for the job... provide 
you with a professional consultation service. 


n 
Yanis 


installation and Supervision 


2 Each local Executone distributor is prepared to take 
full responsibility for the final and satisfactory operation 


"e. of the system, whether installed by the contractor, 
у... м. OF his own factory-trained crew. ae 
ig oe Em L 
he c M TS Ania a aina Т et po 
e^ Mi NA TO Mac PX 5. Se ОКНА у ы 
roce d dO 


w 
But also this! 
" M CP x E 0 1 ae ы УЙ ee 
v РЧ cca TES TT i^ ib ORA "dá 5 
OY. zr pur me A ёч; 


| On-Premise Maintenance а. 
Each local distributor is staffed with skilled, 

з factory-trained technicians. They also have complete 

stocks of standard replacement parts. Continuous, 

uninterrupted performance of every Executone 

,.. system is assured. 


Local Executone representatives instruct your clients’ 
personnel in the proper use of Executone Systems. This 
planned program assures maximum benefits through 
proper operation and utilization of their systems. 


Architects and engineers are invited to send for 
Executone’s 325 page Reference Manual *' R-16" 
No charge or obligation. Please use your letterhead. 


Lrecilone 


INTERCOM AND SOUND SYSTEMS FOR 
HOSPITALS, SCHOOLS, HOMES, PLANTS, OFFICES 
415 Lexington Ave., New York 17, N.Y. • In Canada...331 Bartlett Ave., Toronto 
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The Record Reports 


Shepley Bulfinch Richardson & 
Abbott, 122 Ames Bldg., Boston, an- 
nounces that Jean Paul Carlhian has 
become an associate. 

Adrian Wilson & Associates, Ar- 
chitects and Engineers, Los Angeles, 
has named as director of business 
development H. Lee Higley, Archi- 
tect. 


New Addresses —— ~ Ğ > ćĞ o Žž ~ŻćŽžŽž 

Welton Becket & Associates, New 
York ofñce, 116 E. 55th St., New 
York. 

John C. Deardorf, Architect, 919 
Third Ave., S., Fort Dodge, Iowa. 

Robert E. Johnson, Architect, 66 
Beacon St., Boston 8. 

Kelly & Gruzen, New York office, 
10 Columbus Circle, New York 19. 

Lipson &  Dashkin, Architects, 
1290 Bay St., Toronto 5. 

Maynard W. Meyer & Associates, 
Architects, 797 N. Jefferson St., Mil- 
waukee 2. 

Robert P. Schoenijahn, Engineer, 
800 Woodlawn Ave., Wilmington 5, 
Del. 

Charles F. Smith, Architect, 408 
E. Wells St., Milwaukee 2. 


N.C.A.R.B. continued from page 32 


investigate and make recommenda- 
tions concerning new examination 
forms and develop suggestive ques- 
tion types for distribution to the 
Council membership; (3) supervise 
the development of manuals of sug- 
gestions relating to the improved 
types and methods of examination 
and also cause these to be published 
and distributed to the Council mem- 
bership; (4) assume the leadership 
in acquainting the various states 
with the most forward looking and 
advantageous developments in ex- 
amination procedure, etc., as they are 
found throughout the nation, to the 
end that a greater uniformity and 
higher quality of examination pro- 
cedure may prevail. 

Committee on Advance Planning. 
A committee of three past presidents 
to: (1) review past activities of the 
Council; (2) study and make recom- 
mendations for Aims and Objectives 
for the Council; (3) make recom- 
mendations to the Council for im- 
provement of procedure and func- 
tioning of the Council. 

With the above changes effected, 
the National Council of Architectur- 
al Registration Boards can look for- 
ward to an increased interest and ac- 
tivity which must result from having 
a larger group participating in its 
operation. 


New Akron School Selects 
Lennox Comfort Curtain 


(2. 08 the finest of all heating-ventilating 
systems once again comes in at the lowest bid price! 


This winter the new Robert Guinther School 
will have one of the most refreshing and com- 
fortable indoor climates of any school in the 
entire country. The reason: the specification of 
the new Lennox Comfort Curtain heating- 
ventilating system. 

This all-new system applies to classrooms the 


sound, tested principles of perimeter air distri- 
bution, with the rapid, accurate responses to 
temperature changes which only an all air sys- 
tem can give. In comfort, in flexibility, in econ- 
omy of installation and operation—it outper- 
forms all other systems. Read the facts below. 
Then send in the coupon for free booklet. 


NEW LENNOX COMFORT CURTAIN SYSTEM OFFERS THESE 
IMPORTANT AND FAR-REACHING ADVANTAGES 


More effective temperature control at all times— 
Eliminates overheating problem. Holds temperature 
to a variance of 1 degree despite heat gains from the 
sun, lights, and occupants. 

Continuous ventilation — New Comfort Curtain 
system draws in controlled amounts of outside fresh 
dir, filters this air, then mixes it with heated or re- 
circulated air, and distributes it evenly throughout 
the classroom. No drafts or ‘‘cold spots" near the 
windows. 

Individual classroom control— Each classroom can 
be maintained at its own temperature level in ac- 
cordance with occupancy and activities. Controls 
are part of Comfort Curtain system. No extra cost. 


LENNOX 


G 


© 1958 Lennox Industries Inc., World Leader in Heating and Air 
Conditioning, founded 1895; Marshalltown and Des Moines, Ia.; 
Syracuse, N.Y.; Columbus, O.; Decatur, Ga.; Ft. Worth, Texas; 
Los Angeles, Calif.; Salt Lake City, Utah. In Canada: Toronto, 
Calgary. 


Greater flexibility — No money for extra equipment 
need be expended initially for future requirements. 
Comfort Curtain, modular by design, may be added 
as the school expands. System may be fired by gas, 
oil, or electricity, and air conditioning can be added 
without upsetting the original installation. 


Lower building costs — No expensive pipe tunnels. 
Installation time and expense reduced with com- 
pletely assembled units. 


Lower operating costs—M odular design permits op- 
eration in areas where heat is required, non-operation 
in others. Maintenance is simple and can be per- 
formed inexpensively by local heating contractor. 


LENNOX INDUSTRIES INC., Dept. AR-86 
; P.O.Box 1294 
Des Moines, lowa 


FREE 28-page booklet on new Lennox Comfort 
Curtain. Just fill out coupon and mail to: 


a ee OO State 
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Architects solved door problems in 


ARCHITECTS D--THI 


ASSOCIATED ARCHITECTS 
Columbus, Ohio 


CONTRACTOR 
James McHugh, Chicago, Illinois 


PROBLEMS: 
1. Divide the Exhibition Hall into two 
smaller halls. 


2. Soundproof to provide 40 decibel 
sound reduction between the two large 
meeting halls when doors are closed. 


3. Provide a safety device in event of | 
possible cable breakage. Whatever your problem in upward-acting doors—for commercial, 


industrial or residential closures— specify The ‘SOvERHEAD D ы 
SOLUTION: „же ae 
| There are many reasons more architects have specified The 


e Closure: Two vertical lift OVERHEAD «О » | 
, , + VERHEAD Door” more than any oth ! 
Doors,” 33’ x 10’ and 28’ x 10’ electri- any other brand 


cally operated. 


e Insulation: Doors 2%” thick with 34” 
plywood both sides, insulated with 


OVERHEAD DOOR CORPORATION 


rock wool. General Offices: Hartford City, Indiana 

„ Safety: In event of cable breakage, 

safety bottom fixture prevents falling Manufacturing Distributors : Cortland, New York; Hillside, New Jersey; Lewis- 
of door. town, Pennsylvania; Marion, Ohio; Nashua, New Hampshire • Manufacturing 


Divisions: Dallas, Texas; Portland, Oregon • In Canada: Oakville, Ontario 
CONCLUSION: © 1958, 0. 0. c. 
This special requirement is common for ъё 
Overhead Door Corporation’s Special 
Services Division. Architect and factory- 
trained craftsman of Overhead Door 


Company of Columbus worked closely | Architectural gus 
to achieve the solution, which was "= Light Construction 2% 
guaranteed for two years against faults, i Industrial 2°, 


workmanship, material or device failures. 
A.l. A.File No. 16-0 


SOR“ MORE THAN ANY OTHER BRAND! 


(onain of basementless homes 
creates a brand new use for Clay Pipe 
as heating ducts. Clay Pipe is ideal 
for this purpose—odorless, dustless, 


lowest cost in place, longest lasting. 


Keep your specifications modern and 
cost-reducing with Clay Pipe for the 
usual house connections AND Clay 
Pipe for the heating ducts. WRITE 
FOR MORE DATA to the nearest 


office shown below. 


ONLY CLAY PIPE HEATING DUCTS 
OFFER ALL THESE ADVANTAGES: 


Ж 
нен 


x odorless, dustless 


* can't rot, rust or 
disintegrate 


needs no anchoring 
because it can't squash 
out or float 


C-757-2B 


NATIONAL CLAY PIPE MANUFACTURERS, INC. 1820 N Street, N. W., Washington 6, D. C. 
311 High Long Bldg., 5 Е. Long St, Columbus 15, Ohio • 703 Ninth & Hill Bldg., Los Angeles 15, California • Вох 172, Barrington. Illinois • 206 Mark Bldg., Atlanta 3, Georgia 
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Regional Merit Award Win 


“cordial © 


Mountain Savings and Loan Association, Boulder, Colorado 

Architect: Hobart D. Wagener, Boulder, Colorado 

Contractor: Wilkins Company, Inc., Boulder, Colorado 

This bank wanted a fresh approach—commented the architect, “А building to 
show the cordial comfortable informal glow. Banking institutions often are cold 
and forbidding . . . we thought that people coming to discuss home loans would 
like the atmosphere of a home. 


“We believe the exposed Rirco laminated wood beams and posts are successful 
materials for fulfilling the requirement of both the residential and commercial 
atmosphere. The warmth of wood and the clear expression of the fine material 
seem to suggest simple clarity to those visiting the building." 


That this design was eminently successful is evidenced by the regional award of 
merit from the Western Mountain Division, American Institute of Architects. 


We like to feel that the rich warmth of the Кп.со laminated members helped win 
this coveted award. For Кп.со brings the functional beauty that only wood possesses, 
and keeps this beauty for years with minimum maintenance . . . because RILco 


members resist cracking, warping. 
To quote the contractor—‘‘Well pleased with 
RILCO laminated wood beams and columns inside and out. 


Beams з” х 934” х 24' 1"; and зм” х 9з” х 21'; cost results . - . ata we j of i ae ON er 
Columns 3%” x 475". careful attention to finish and protection of 
! | members in shipment." 


For additional information contact your nearest 
Rirco office. 


RILCO LAMINATED PRODUCTS, INC. 


W818 First National Bank Building 9 Saint Paul 1, Minnesota 


District offices: Tacoma, Wash. € Fort Wayne, Ind. € Newark, N. J. 
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The Record Reports 


Restoration of Sullivan 
Auditorimm Planned 


Roosevelt University in Chicago, 
owner since 1946. of Adler and Sulli- 
van’s Auditorium Building, recently 
announced plans to restore the land- 
mark. The building, completed in 
1889 (shown bottom right as it was 
then), has gone through progressive 
deterioration during the last 30 
years or so. University officials plan 
not cnly to continue to use it to 
house their institution, but also to 
make the Auditorium Theater avail- 


PAR AGON 


PROJECTED ALUMINUM WINDOW 
| fr Lifetime Beauty, 


smooth, care-free performance! ¥ 


The PETERSON 
HORIZONTAL WINDOW 


The finest horizontal 
sliding unit on the 
market. Heavy-weight 
aluminum. Double 
glazing available. 
Furnished for both 
curtain wall or regular 
construction. 


he Paragon by Peterson is a heavy grade 
aluminum window designed for rugged 
schoolroom, auditorium and hospital use. 
Its classic, trim lines complement any 
architectural style and the wide variety 
of arrangements and sizes permit easy 
installation in most every type of com- 
mercial project. Curtain wall systems are 
available in lightwall or heavy grid con- 
struction. Peterson engineering service is 
available for design consultation. 


The Paragon is manufactured with joints 
mitered and heli-arc v;elded on an un- 
exposed surface to assure a rigid, water- 
tight window. Paragon weatherstripping 
is a continuous polyvinyl plastic seal in 
one plane completely around the sash vent. 
Nylon shoes that are adjustable by con- 
cealed stainless steel tension springs as- 
sure positive positioning of window vents 
as well as smooth easy operation. Full 
covering screens available. 

For catalog and further information about the Paragon Pro- 


jected Aluminum Window by Peterson . . . fill in and mail the 
coupon below. 


ag Peterson Window Corp. p 
| 


704 Livernois, Ferndale 20, Michigan 


| Please send me, free of charge, further information about the Paragon 
| Projected Window by Peterson. 


TLE 


D aeo mas i See ee cin i ee a se ee ll 
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able to the city to resume its onetime 
role as a center of cultural events. 

A preview of the effects of restora- 
tion is given in a brochure prepared 
by the University that includes pho- 
tographs of the Rudolf Ganz Recital 
Hall, formerly Banquet Hall and 
Ballroom, already partially restored 
(ceiling coffering shown below). 

Architects on the 43-man advisory 
committee formed by the University 
to help advance restoration include: 
Alfred S. Alschuler, Jr., Pietro Bel- 
luschi, Leon Chatelain, Jr., John R. 
Fugard, Jr., Walter Gropius, Wal- 
lace K. Harrison, Samuel T. Hurst, 
Philip Johnson, Alan K. Laing, Sam- 
uel A. Marx, Mies van der Rohe, Na- 
thaniel Alexander Owings, Lawrence 
B. Perkins, Ralph Rapson, Earl H. 
Reed, John Wellborn Root, Eero Sa- 
arinen, Jose Luis Sert, Alfred Shaw, 
Crombie ‘Taylor, Frank Lloyd 
Wright, and William W. Wurster. 

Thomas H. Creighton, editor of 
Progressive Architecture; John En- 
tenza, editor of Arts and Architec- 
ture; and Douglas Haskell, editor of 
Architectural Forum, are also mem- 
bers of the committee. The late John 
Knox Shear, editor of ARCHITEC- 
TURAL RECORD, had agreed to serve on 
the group. 


Woodseal 


does 
verything 
shellac 
can ао“... 


*on fine wood paneling... floors . . . furniture 


ND DOES IT FASTER! BETTER! AT LESS COST! 


This is truly great news for painters, maintenance 
men, architects—in fact, for anyone who is con- 
cerned with sealing interior bare wood surfaces. 
For now, from the Devoe Laboratories comes 
WONDER WOODSEAL . . . a quick-drying, low- 
odor, and low-cost sanding sealer. 

Here are just some of the practical benefits you 
get with WONDER WOODSEAL: 


1. Exceptionally Fast Dry—sands and recoats with- 
in 3 hours. 
2. Dust-free drying in 10-15 minutes. 


3. Excellent sanding properties, doesn’t gum the 
sandpaper. 


DEVOE © 
PAINT 


204 years of paint leadership 


DEVOE & RAYNOLDS COMPANY, INC. 


Atlanta * Boston * Chicago * Cincinnati 
Dallas * Denver * Los Angeles * Louisville 
New York * Philadelphia’ 


Positive sealing . . . better than most lacquer 
sealers. 


. Complete and uniform adhesion. 

. Very easy application— brush or spray. 

Easy clean-up. 

. Thins with regular paint thinner. 

. Mild odor— disappears quickly. 

10. Provides wonderful base for fine wood finishes. 


WONDER WOODSEAL is another important indus- 
iry advance from Devoe. Write today for com- 
plete information on Devoe WONDER WOODSEAL 
... and the companion product— WONDER Woop- 
STAIN—a wiping-type stain in 12 beautiful colors. 


Devoe & Raynolds Company, Inc., Dept. WW-AR10, 

Box 1863, Louisville, Kentucky 

Gentlemen: 

Send me complete information on Devoe Wonder Woodseal. 


Name Title — 
Company 

Address 

City Zone State 
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Photo: Ezra Stoller 


Spandrels are faced with gun metal gray Spandrelite* backed by a 1” air 
space and 177" FOAMGLAS insulation. The insulation's unusual strength and 
rigidity permitted its use without special extra supports. Blocks of cellular 
glass insulation were also used to fill in the web between the flanges of the 
steel structural members of the new Connecticut General Headquarters. 


*Manufactured by Pittsburgh Plate Glass Company 
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FOAMGLAS?| waterproof, vapor-proof, strong, can't burn, 
INSULATION | acid-proof, vermin-proof, dimensionally stable 


Sill and head panets were 
field fabricated in these 
four easy steps. 


Workman applies adhesive to 
blocks of 1144” FOAMGLAS precut to 
fit all the spandrel panel areas. 


Architects: 

Skidmore, Owings, & Merrill, New York, N.Y. 
General Contractor: 

Turner Construction Co., New York, N.Y. 
Insulation Contractor: 

Munro Dampproofings Co., New York, N.Y. 


NEW CONNECTICUT 
GENERAL HEADQUARTERS 
—where good design 
demanded 

vapor-proof FOAMGL 


Spandrel panel 


insulation for 


i 
i 
| 
i 
| 
i 
i 
i 


Flexible flashing is quickly adhered to FOAMGLAS blocks to form 
panel-size units of insulation. Two men easily handled all cutting 


and assembly operations for the insulated spandrel panels. consta nt U-value 


The design for Connecticut General Life 
Insurance Company's outstanding new 
Hartford headquarters building called for 
spandrel insulation at sills and heads of the 
building's vast window walls. Good design 
demanded an insulation that was vapor- 
proof to insure constant insulating value 

. and thus guarantee continuing econ- 
omy in heating and cooling the building. 
And the insulation had to be incombustible 
to meet the 200?F. heat resistance require- 


| 11 1 


Because its sealed glass cells are entirely 
vapor-proof for constant thermal efficiency. 
Because it can’t burn. Because it proved 
easy to cut and fit for quick, economical 
field fabrication of sill and head panels. 

Your good designs deserve the best in 
long lasting insulating value. They deserve 
the many benefits of FOAMGLAS. Write 
for the detailed information contained in 
our latest architectural catalog. 

PC Glass Blocks are another outstanding 
building product of Pittsburgh Corning 
Corporation, 


| FOAMGLAS panel units are quickly ment for all materials used in the project. 

ГЈ and easily installed іп spandrel The architects, Skidmore, Owings, & 
| di РЧ | ' g areas before the facing is applied. Merrill, New York, picked FOAMGLAS. 
E — 
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Application of Spandrelite 


Application of Spanareite PITTSBURGH CORNING CORPORATION 


men assembled and installed Dept. 8-108, One Gateway Center 
all of the spandrel panels. Pittsburgh 22, Pennsylvania 
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Builders are proving that concrete floors and roofs 


Take less time to LAY 
Than to POUR! 


DoxPlank crane-hoisted to Time-Table 


deck for following trades. 


PREFABRICATED 


Zan DoxPlank 


SWEET'SA FLOOR and ROOF SYSTEMS 


PAT. NO. 2,696,729 


scheduled position — laid 
in proper alignment in record time. Provides immediate working 


oxPlan 


created to SAVE TIME! 


Costly common construction delays due to con- 
crete mixing, pouring, setting, form-making — 
EVEN THE WEATHER! — are overcome through 
DOXPLANK FLOOR AND ROOF SYSTEMS. 


With DOXPLANK you LAY rather than POUR! 
These reinforced structural units are prefabricated 
to predetermined span lengths. They are delivered 
on “TIME-TABLE” schedules, then crane-hoisted 
and laid on *TIME-TABLE" schedules. Working 
deck is established immediately. Job progress goes 
forward on “TIME-TABLE” schedules, Time, labor 
and field supervision are reduced and costs are 
cut proportionately. 


Millions of square feet of DOXPLANK have been 


used. Write for literature or see our Sweet's insert. 


Consult with these members of The DoxPlank Manufacturing Association 


Baltimore Concrete Plank Corp. Doxplank of Illinois, Inc. 


Pulaski Highway & Race Road 135 South LaSalle St. 


Baltimore 21, Md., MUrdock 6-2100 Chicago 3, 111., RAndolph 6-2780 


Baltimore Concrete Plank Corp. 


1214 Commercial Trust Building Dox System of Pennsylvania 


Philadelphia 2, Pa., LOcust 8-2390 Box 427 
Cleveland Precast Floor & Roof Div. 


The Cleveland Builders Supply Co. Knox Concrete Products, Inc. 


Reeves and Beyerle Road 4918 Kingston Pike, N.W. 
Cleveland 5, Ohio, Phone VU 3-5456 Knoxville, Tennessee 


Dox-Block System Maule Industries, Inc. 
106 Broadway Street 5220 Biscayne Boulevard 
St. Paul Park, Minnesota Miami, Fla., PLaza 1-6631 
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Mid-State Concrete Plank, Inc. Neville Concrete Pipe Co. 


Portage, Pa., Portage 8503 


Hamilton, N. Y., Phone 420 & 799 Neville Island 


Wm. Moors Concrete Prod., Inc. 
Fraser, Mich., Prescott 5-7000 


Mültiplex Concrete Co., Inc.. 
64 Glenwood Place 
East Orange, N. J., ORange 2-1300 


Nabco Plank Company 
Terra Cotta 
Washington 11, D. C., TU 2-1700 


Pittsburgh 25, Pa., FEderal 1-5848 


Plasticrete Corporation 
Floor & Roof Div., 45 Skiff St. 
Hamden 14, Conn., ATwater 8-1641 


Schaefer Bros. Builders 


Supply Co., Inc.. 
1025 Chili Avenue 
Rochester 11, N. Y., GEnesee 8-3460 


Vander Heyden, Inc. 
6633 West National Avenue 
Milwaukee 14, Wisc. 


Monsanto does not manufacture polyester resins or 


fabricated polyester plastics. We are a major supplier of 
quality raw materials to the industry: phthalic and maleic 
anhydrides, adipic and fumaric acids, 

styrene monomer, bisphenol A. 


From the laboratory - 
that plastics built... 


# MM. o с E d * EA 
m Шш d on m. 
Hi ud ы 
LI m 
ee | 


comes another challenging application 
of reinforced polyester plastic... 


CURTAIN WALL PANELS 
THAT WEIGH ONLY 
3 POUNDS PER SQUARE FOOT 


The practical adaptability of reinforced polyester 
plastics to architectural design and engineering 
needs is reflected in the unique curtain wall 
panels used in Monsanto’s new Inorganic Chemi- 
cals Division research laboratory. Each 4 x 7-foot 
panel is an all-plastic laminated sandwich: a 2” 
styrene foam core jacketed by tough, weather- 
resistant glass-reinforced polyester skins. Unit 
weight: only 76 lbs. 


Major advantages? Here are a few of the most 

important: 

e Lightweight panels cut handling, shipping and 
installation costs—speed construction 


e Heat loss is practically non-existent because both 
plastic components are non-conductors 


e Moisture can’t condense within the panel or on 
the surface . . . “weeping” is no problem here 


e Insulation, weather-resistance, interior and ex- 
terior color are all built in . . . costly maintenance 
problems are eliminated 


These lightweight curtain wall panels demonstrate 
only one aspect of the design and construction 
possibilities open to you through the use of versa- 
tile polyester laminations and moldings 
thanks to the tremendous strides being made in 
polyester resin technology and fabrication tech- 
niques. For up-to-date lists of molders and lami- 
nators specializing in polyester reinforced appli- 
cations who ean work with you to your own 
specifications, write: 


MONSANTO CHEMICAL 
COMPANY 

Organic Chemicals 
Division 

Dept. R18-2 


" St. Louis 24, Missouri 


WHERE CREATIVE CHEMISTRY WORKS WONDERS FOR YOU 
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News of Architecture Abroad 


^ 


Laundry planning assistance is only the beginning 


"a: „А 


of American's service ... «^^ 


ppc 
iara: 


Providence Hospital, Washington, D.C. Architect: Faulkner, Kingsbury & Stenhouse. General Contractor: Charles H. 
Tompkins Company. Laundry Equipment: The American Laundry Machinery Company. 


HAT'S BECAUSE ours is a continuing service that goes on for years after your 

building is completed. It is also an all-encompassing service that includes 
detailed plans and supervision of the laundry installation, training of oper- 
ating personnel, and a personalized interest in the continuous fine performance 
of all the laundry equipment. 


American's facilities include: factory trained representatives and field engi- 
neers in more than 80 communities, 9 strategically located parts depots, and 
4 manufacturing plants producing the world's largest and most complete line 
of laundry machinery. You are secure in the knowledge that your client will 
always have an experienced hand nearby ready to assist him with any laundry 
problem that may arise. 


For complete information on American's laundry planning service, call your 
nearby American Man from the Factory, or write. 


The American Laundry Machinery Company, Cincinnati 12, Ohio 


{ 
| 
{ 


‚ You get тоге from 
P 
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merican 


Floating Tomb in Artificial Pool 
Planned as Hungarian Memorial 


Construction is to start soon on a 
tomb to float in an artificial pool in 
Vienna’s National Memorial Park. 
The monument to the dead of the 
Hungarian revolt of 1956 has been 
designed by Sanford Hohauser, chief 
designer of William I. Hohauser, 
Inc., architects and engineers of New 
York, in association with Joseph 
D’Amelio. Donations have been re- 
ceived for almost all the estimated 
cost of $75,000. 

The tomb is to have a tubular steel 
frame, covered with l5-in. cast-in- 
place fiber glass; the lower half will 
be reinforced with 14-in. steel pan- 
els welded between the struts. With- 
in, brackets cantilevered from the 
frame will support 20 coffins. At the 
apex will be an eternal light, slowly 
revolving, that is expected to be visi- 
ble from several hundred yards 
away. The structure is to be 34 ft in 
diameter and 11 ft high overall. 

In the bed of the concrete pool 
will be four powerful sunken lights 
(two are shown in the section) 
aimed so as to illuminate the bottom 
of the tomb. The memorial itself is to 
be chained in place with its lowest 
point 3 ft above the bottom of the 
pool. 

Surrounding the tomb in the pool 
—which is to be 85 ft long by 55 ft 
wide—will be 20 cubes of red plexi- 
glass, each anchored by a dowel con- 
taining wiring to its light. Each cube 
will bear the name, in bronze letters 
lit from below, of one of the dead 
interred in the tomb. 


s Fat ма 


STRAN-STEEL JOISTS 


REDUCE HEIGHT PER FLOOR, 
CUT LABOR TIME 


Seventy tons of Stran-Steel joists were used to frame the classrooms of Crain Junior High School, Victoria, Texas. 


Stran-Steel joists are designed to fit snugly between the 
flanges of Stran-Steel wide flange beams, as shown in the 
diagram of a typical installation below. This eliminates 
the need for dropped ceilings or boxed beams and reduces 
height per floor by one course of bricks or equivalent. 
Nailable Stran-Steel joists save time and labor, too. Metal 
lath and roof decking can quickly and easily be attached 
with ordinary hammer and nails. No welding is necessary. 
And pre-punched holes speed conduit installations. 


Nailable joists and wide flange beams are part of a com- 
plete Stran-Steel building system of space saving struc- 
tural components for commercial or industrial construc- 
tion, single or multi-floor. Its unique advantages and 
design flexibility make it well worth investigating. For in- 
formation, contact your nearest Stran-Steel Architectural 


Products dealer. He’s listed in the Yellow Pages under 
Steel. The Stran-Steel Structural Systems catalog can be 
found in Sweet’s Catalog—index 2C/Str. 


Stran-Steel Architectural Products Mean Construction 
Savings For You 


JOISTS and STUDS BEAMS ROOF DECK — C-SECTIONS COLUMNS CHANNELS 


Dept. 23-61 


STRAN-STEEL CORPORATION 
Detroit 29, Michigan . Division of 


NATIONAL STEEL CORPORATION 


Stran-Steel Corporation, Dept. 23-61 
Detroit 29, Michigan 


Please send your Architectural Products Catalogs. 


Name 

Title Phone 
Company 

Address 

City Zone State 
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Now...recessed “ribbons of light” 


that fit all modern ceiling systems: 


Sylvania’s Shallow Troffer Series 
in both 1-foot and 2-foot widths 


N OW YOU CAN SPECIFY recessed ribbons" 
of light with nearly every type and make of 
ceiling material used today. That's because 
each model in Sylvania's new Shallow Troffer 
Series is available with one of three different 
types of housing (see closeups below). All 
units are carefully engineered for quick in- 
stallation with a clean, neat, light-tight fit. 


Both one-foot and two-foot widths measure 
only 51" from top to bottom —slicing inches 
off old depths yet providing full illumination 
efficiency and needed heat dispersion. In many 
cases, no additional plenum depth is needed 
for mounting. Units are fully recessed. Latches 
and hinges don't show . . . only the clean lines 
of the outer framing and shielding. 


In short, the Sylvania Shallow Troffer Series 


has a unique ability to meet many of the latest 
architectural requirements. It gives the crea- 
tive lighting designer a new opportunity for 
freedom of expression, a medium for more 
effectively translating original decorative con- 
cepts into realities. 


Lay-in type troffers are now provided for 
Z-spline and inverted-T ceilings. Exclusive 
snap-up banger provides quick, secure mount- 
ing for most other types of acoustical ceilings. 
Contact your Sylvania Fixtures Specialist for 
further details. Or write to Lighting Head- 
quarters for folder V-700 with complete 
specification data. 


SvLvANIA ErscrRIC Pnopucrs Inc. 
Dept. K20, Lighting Division— Fixtures 
One 48th Street, Wheeling, W. Va. 


All it takes are these 3 Sylvania housing types 


Exposed Flange Housing 


For most acoustical tile and plaster ceil- 
ings. For appearance, wide side flanges 
and flange-type end caps trim the ceiling 
opening. Choice of Snap-Up Hanger, 
Hanger-Strap, or End-Support Bracket 
Mounting, depending on ceiling type. 
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Fit-in Flange Housing 


For use with metal pan acoustical ceilings. 
Has straight ends for proper functioning 
of metal pans. To facilitate installation, 
turned-up lips do not actually engage in 
the T-bar, but do provide appearance of 
complementing metal pan. 


Concealed Flange Housing 


For inverted T-grid acoustical ceilings. 
Used with Inverted-T acoustical ceilings 
or exposed Z-Splines running parallel to 
troffers, it always employs Lay-In mount- 
ing. Narrow side flanges, “cut-back” ends 
fit modular ceiling dimensions. 


ї 


New Sylvania 2’ Wide Troffers — only 514” deep — used with suspended ceiling system for combined eye-interest | 
and good lighting. Shown: the new offices of Hagan Chemicals & Controls, Inc., Parkway West, Pittsburgh, Pa. 


SNAP-UP HANGER 


y ES 


1 | 
VERTICAL ADJ. SCREW — 


5^" high troffers utilize full plenum space 
Exclusive new Snap-Up Hanger eliminates wasted 
plenum depth; toggle springs out, rests on ceiling 
supports when fixture is pushed into position. 
Leveling is accomplished with adjusting screw. 


Best fixture value in every price range 


Easy access cuts maintenance time, costs 
Simple push upward releases hidden latch. Con- 
cealed hinging swings shielding down, holds it 
throughout cleaning and lamp changes. Each fix- 
ture is individually fused. 


v SYLVANIA 


Fluorescent Lighting Fixtures and Systems 


LIGHTING * TELEVISION * RADIO * 


ELECTRONICS * 


PHOTOGRAPHY * ATOMIC ENERGY 


F Sylvania’s standard 


troffer shieldings 
include— 


Corning #71 Crystopal 
Flat Glass Lens 
Corning Flat Albalite 
(diffuse opal glass) 
Skytex 
Patterned Clear Plastic Lens 
Dished Acrylic Plastic 
(diffuse panel) 
Plastic Louver — 43? x 43° 
Metal Louver—35°C x 45°L 
Metal Louver—45°C x 45°L 


Other shielding types will 
be provided on request. 


CHEMISTRY-METALLURGY 
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International Revolving oors have been the one | 
to guests at _ 


THE WINDSOR HOTEL 


IN MONTREAL, QUEBEC 


And, regardless of temperature, when guests 
arrive they enter a comfortable lobby, because 
"always open — always closed" Revolving Doors 
eliminate draft . . . make efficient conditioning 
of the inside air possible . . . and effectively 
keep out cold and street dust and dirt. 


When Max Roth, B.Arch., M.R.A.LC., who is 
responsible for all design in the Windsor 
Hotel's vast modernization program, considered 
doors to go with the hotel’s new entrances, 
he decided on International Revolving Doors. 
Draft was eliminated and a clean, comfortable 
lobby greeted Windsor Hotel guests. 

Efficiency, economical maintenance and operation 
of the Windsor’s entrances were the deciding 
factors in the choice of revolving doors. 


If you have a traffic or entrance problem 
that is costing you money . . . you are already 
paying for revolving doors. Why not enjoy 
their advantages? Write for full details. 


Send for a copy of International's "Modern Entrance 
Maintenance" manual . . . free on request sent on 
your letterhead. 


Installed by Artmetwork, Montreal 


Revolving Door Entrance Division 
INTERNATIONAL STEEL COMPA Y 
1451 Edgar Street * Evansville 7, Indiana 
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McCcoBB* DESIGNS WITH BLUE RIDCE 


PATTERNED GLASS 


‚.. O create 
handsome home features like this! 


It decorates. It separates. It lets light flow through. It has 
infinite variety in texture, and finish. 

The inherent beauty of Blue Ridge Patterned Glass inspired 
Paul McCobb to design eight more exciting home-features 
like the one above—a screen to hide, yet brighten a stairway. 

SEE ALL eight—send for our new 20-page booklet. It’s 
FREE. You’ll want one for your idea file. 


*Paul McCobb whose designs in 
furniture, fabrics, wallpaper, floor 
coverings and lamps have won 
international awards, now turns his 
talents to Blue Ridge Patterned Glass. 


LissEv:OwzNs:Fonp Grass Co., Dept. B-24108 
608 Madison Ave., Toledo 3, Ohio. 


Please send me free booklet showing Mr. McCobb's 


Patterned Glass Decorating Ideas with Blue Ridge Patterned Glass. 


by Blue Ridge NAME 
(PLEASE PRINT) 
BLUE RIDGE GLASS, Kingsport, Tennessee —— STREET 
SOLD THROUGH LIBBEY • OWENS • FORD DISTRIBUTORS AND DEALERS 
| CITY ZONE STATE 
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The Record Reports 


Two New Dormitories Introduce 
Modern Architecture at Smith 


The first buildings of modern de- 
sign to be erected on the Smith Col- 
lege campus at Northampton, Mass., 
were completed and occupied last 
fal. The college notes that their de- 
sign “follows a tradition of building 
in the architecture of the time which 
has existed at Smith since 1875.” 
Architects are Skidmore, Owings and 
Merrill. 

The dormitories, of brick, wood 
and glass, are linked by a one-story 


E. е" 
EN 


w 


is 


MS 


SPECIFY 


ELECTRIC 
WATER — — 
COOLERS! 


rna 


or NN 


| unit containing two dining rooms 
and kitchens. The dining rooms are 
| separated by a movable wall so they 


Hot & Cold 


Models 

can become one great room for great 
occasions. Each of the dormitories 
houses 80 students, in single rooms 
"Mer Туре; You can except for corner suites. Each house 
with & without specify water | has also a large room for typing and 
Compartments coolers for any a basement recreation room; a 
specific requirement foyer, a long living room and a 

from the complete lineup small parlor. — 
DEN of HAWS ELECTRIC WATER speed po E M e 
COOLERS! Pressure bubbler | E UNILS, совез, поохапегуез, 


| and chests of drawers. 

The exterior finish of the steel- 
frame buildings is brick and glass. 
The new houses, called Cutter House 


types, bottle-types, freezing 
compartment models, hot and colds, 
restaurant and cafeteria models of all 


sizes, remotes, wall inserts .. -they're and Ziskind House after two of the 

ALL in the HAWS lineup with custom college’s benefactors, replace frame 

styling and advanced designs that buildings. A tiled patio and garden 

К guarantee client satisfaction. in front of the dining rooms has also 

Pobblers | been named for а benefactor: 

. Amanda Bryan Kane. Both halls were 

Specify HAWS! Get Complete Water Cooler specification data from one | opened for student occupancy in 
dependable source... write today, for the new 1958 HAWS Catalog! September of last year. 


The general contractor for the 


1S DRINKING FAUCET CO. buildings was the Turner Construc- 
=== 1441 FOURTH STREET (since 1909) BERKELEY 10, CALIFORNIA tion Co.; Elizabeth Draper was the 
decorator. 
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REVOLUTIONARY NEW HARDWOOD PARQUET 


Illustrated: Harris Eagle Red Oak BondWood with Walnut divider strips and Eagle Walnut insets. 


FOR INSTALLATION OVER CONCRETE OR WOOD 


Here’s the parquet architects are specifying across 
the country for. various types of installations — un- 
limited design possibilities and a lifetime of wear — 
found only in HARRIS BondWood. Units are 5/16” 
x 19" x 19", composed of sixteen 434" squares, con- 
sisting of square edged slats of solid hardwood. 
Available in Oak, Walnut, Maple, Cherry, with or 
without divider strips. Specify HARRIS BondWood 
for commercial buildings, institutions, apartment 
houses, hotels, industrial applications and resi- 


dences. It's revolutionary! See our catalog in Sweets’. 


HARRIS 


Quality Flooring since 1898. 


BondWood 


Laminated Block. 


81.876 THICKER 


Can be refinished countless times. A 
full 5/16" of wearing surface — 81.8% 
thicker than 4%” Laminated Block — 
BondWood is solid hardwood, no 
tongue or groove. 


of Harris BondWood. 


Firm 


DIFFERENT PATTERN 
Grain direction changes every 4%”! 
The most beautiful parquet you will 
ever specify. Unique construction 
plus exclusive adhesive makes for 
more stability. 


Harris Manufacturing Co., Dept. AR-108, Johnson City, Tenn. 
Please send us your free color brochure and actual photograph 


Address 


City, . Zone . State 
Swiss in origin. Exclusively manufactured in U. S. by Harris Manufacturing Company, Johnson City, Tennessee 


By 
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...in leading shopping centers and stores 


Largest Regional Shopping Center in Suburban Washington, D.C. 


T : Le 


Unique Heating and Cooling Features at 7-Corners 


Ingenious technical and design features make 7-Corners 
Shopping Center outstanding for efficient, economical op- 
eration and low cost maintenance. For example... 


a) High temperature forced hot water at 250°F is ac- 
curately metered for each store, see photos opposite page. 


b) Condenser water for entire shopping center is proc- 
essed in a 3000 ton Cooling Tower built under the Food 
Lane Super Market. This space also serves as a Retention 
Basin for storm water and permits use of rain water for 
condenser cooling for all refrigeration. 


c) Conventional Powers Control system regulates central 
fan systems and refrigeration compressors. 


d) Snow-melting for ramps, at both ends of delivery 
truck tunnel to tenant loading docks and domestic water 
heaters, also are Powers Controlled. 


Solving the many temperature, humidity and pressure con- 
trol problems here exemplifies the engineering skill avail- 
able at Powers and the versatility of Powers control to 
handle a wide range of requirements. 


For Your New Building, be it a school, factory, hospital, 
church or commercial building—ask your architect to in- 
clude a Powers Quality System of Temperature and Humidity 
control. Its unmatched dependable operation pays a big 
return on the control investment. 
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AIR CONDITIONING CONTROL 


helps make sales 


WOODWARD & LOTHROP, one of Washington’s 
large department stores, is at left end of main 
building. Its Branch store here includes an 
auditorium for community events. 


at 7-CORNERS SHOPPING CENTER, 


customer comfort and convenience are paramount. 
Shoppers in each of its 45 stores enjoy air 
conditioned comfort controlled by POWERS. 


Owners: Garfield 1. Kass and Irving D. Berger 


Designed and constructed under the direction of 
J. Franklin Groff, Kass Realty Co., Inc., Washington, D. C. 


Consulting Engineers: Kluckhuhn, Cobb and McDavid 
Mechanical Contractor: R. M.. Thornton, Inc., 
Carrier Corp. Equipment and Air Conditioning Units. 


OTHER PROMINENT USERS OF POWERS CONTROL 


Northland Shopping Center near St. Louis 

Old Orchard Shopping Center near Chicago 

Gulfgate Shopping Center near Houston 

Famous-Barr Stores, St. Louis, Mo. 

Gimbels, in Cheltenham, Philadelphia and Upper Darby, Pa. 

Macy's, Roosevelt Field Shopping Center and Kansas City, Mo. 

1. Magnin and Company, Los Angeles, Cal. 

Nieman - Marcus Co., Dallas, Texas 

Rich's, Atlanta, Gecrgia 

Sakowitz Bros., Houston, Texas 

Saks Fifth Avenue, New York - White Plains 

Sears, "Worlds largest store”, many large stores in U.S.A. and Latin America 
John Wanamaker Stores in Wynnewood,Pa.,Baederwood,Pa.,Wilmington, Del. 


CANADA: T. Eaton Co., Ltd., 6 Stores • Robert Simpson Co., Lid., and 
Simpson-Sears, Ltd., 12 Stores * Dupuis Freres, Montreal 


(c52) 


THE POWERS REGULATOR COMPANY. 


SKOKIE, ILLINOIS| Offices in chief cities in U.S.A., Canada and Mexico 


65 Years of Temperature and Humidity Control 


JULIUS GARFINCKEL & CO., famed fashion S & W RESTAURANT, one of its 12 fine eating MAYER & COMPANY, outstanding furniture store 
institution in the Nation’s Capital, occupies places in the South, helps draw people to the occupies a prominent place in the 7-Corners 
the large Colonial style store at the right end center with its excellent food and attractive Shopping Center and it offers a complete 
of the Main Building. decor. decoration service. 


— 


Sign Flashes 
Weather Signals 
and Time 


Usmzson 


SHOPPING CENTER 


New Landmark in Fairfax County, Va. stores are on main lide of traffic HERNES 2 departmen Pores, 


Below: POWERS BTU Metering Control for Each Store. Photo A shows ` and stops the pumps as the load changes. Photos B & C show Powers 
instrument panel with Powers circulating pump control for high tem- control employed for BTU heat meter service. B for small stores and 
perature forced hot water heating. Powers control automatically starts C for larger stores. 


(1) Powers 
Indicating 
Heat Meter. 


(2) Powers 
Flowrite 
Contral Valves. 


(3) Registering 
Water Meter, 


Below: Cooling Tower under Food Lane Supermarket: Photo D shows trolled by four 6" POWERSTROKE pneumatically operated motors 
air intake, portion of retention basin and bank of fans; E shows PM; G shows circulating pumps supplying condenser cooling water to 
water sprays; F shows one of two by-pass gates thermostatically con- air conditioning units throughout the Shopping Center. 
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ANOTHER PRESTRESSED CONCRETE STRUCTURE 


A. Epstein and Sons, Inc. sums up the reasons why 
PRESTRESSED CONCRETE was chosen for — 
University of Illinois’ new digital computer laboratory 


Architect's rendering of Digital Computer 
Laboratory, University of Illinois. 


Designers: A. Epstein and Sons, Inc., Engineers, 
Chicago, Illinois. 


All prestressed concrete members by Crest 
Concrete Systems, Inc., Lemont, Illinois. 


Shown here are Arthur Haus- 


wald, Design Engineer, and 
Joseph M. Brandstetter, Chief 
Structural Engineer of A. Epstein 
and Sons, Inc., checking plans 
for this building. 


Designed and made by university person- 
nel, this new digital computer will be used 
by engineers and industrial concerns on a 
rental basis 

The firm of A. Epstein and Sons, Inc., 
Chicago, stated as some of the reasons 
for choosing prestressed concrete for the 
laboratory structure . . . “we selected the 
material for its ease and rapidity of con- 
struction, for the all-weather aspects of 
installation, for the smooth surface on the 
underside where it formed a ceiling for a 
semifinished room, and because we thought 
it particularly applicable to a building 
housing as modern an instrument as a 
digital computer.’ 

Whenever and wherever prestressed 
concrete structures are being designed and 
erected there are, as in this instance, a 
list of particular reasons for choosing this 
material and method. When prestressed 
concrete is dealt with in the broad sense, 
there are many general reasons that rec- 
ommend its choice for virtually any kind 
of structure. 

Architects, engineers and contractors 


are discovering that prestressed concrete's 
low initial cost, construction speed, struc- 
tural strength. aesthetic values. low main- 
tenance, as well as the reasons given 
above. are as readily applied to schools, 
motels, plants. office buildings, ware- 
houses, parking garages. etc.. as they are 
to a digital computer building 

Since the introduction of this construcs 
tion method into the United States, Tohn 
A Roebling's Sons Corporation has taken 
an active position on all phases, design 
elements, prestressing materials and meth- 
ods, and the constant championing of pre- 
stressed concrete as a wholly new and 
highly important means of building vir- 
tually any type of structure 

We have at hand literature, examples 
and the experience that cover every aspect 
of prestressed concrete. We will be pleased 
to share this with you Any means of 
communication to Construction Materials 
Division, John A. Roebling's Sons Corpo- 
ration, Trenton 2, New Jersey, will bring 
a prompt reply. 


CONSULT ROEBLING...First in the U.S. with prestressing and tensioning elements 


R O E BLING 


LING) 


Branch Offices in Principal Cities =. 


Subsidiary of The Colorado Fuel and Iron Corporation 
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FOR UNLIMITED CUSTOM DESIGNS... PRE-CUT... READY TO INSTALL 
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CHEVRON Whether you prefer overall designs or special decorative highlights you are unlimited 
in the interesting effects you can create by merely combining the 3 basic shapes 
iE of Bolta-Floor Georama. Use ''Georama" to accent certain floor areas or special 
furnishings. You’ll find it lends an atmosphere of exceptional quality. PL А s Tic s 
SHOULDER “Оеогата” black and white or in modern solid colors works beautifully with By the makers нна аан 
Bolta-Floor feature strips or patterned floor tile to give you the perfect pre-cut of famous 
solution to your personal decorating plan. For complete information about low-cost, Bolta-Wall vinyl wall covering 
DIAMOND idea-creating ‘‘Georama’’ mail the coupon below. Bolta-Top vinyl counter surfacing 


THE GENERAL TIRE & RUBBER COMPANY • BUILDING MATERIALS DIVISION ® AKRON 9, OHIO 


The General Tire & Rubber Company 
Building Materials Division, Akron 9, Ohio 


Y | 1 B 
| | | Please send me your brochure of ideas on “Georama”' 


ФФФФФ Ф 


99999 a 
999999 ^) t+ t+ ia ~ 
e0ooooodoo-dw 4 | 4+ 4+ Address 
You order only the pieces you need to fill the design you create. City Zone State 


(Please attach to letterhead or business card) 


The Record Reports 


Fox Plans $400 Million “City” 
On Production Lot Site 


A $400 million residential and of- 
fice development to be known as 
"Century City" will be erected by 
20th Century Fox on a 175-acre tract 
of the company's 284-acre produc- 
tion lot in Los Angeles. The project, 
for which Welton Becket and Asso- 
ciates is architect and land planner, 
will also include a hotel, a shopping 
center, restaurants, parks and broad 
concourses (one to be fashioned 
after and named for the Champs 


425 PARK 


AVENUE 


New York, N. Y. 


\\\ дас d ARCHITECT: 
Ww М ANE. Kahn & Jacobs 


12 Balanced Doors 
in the entrances 
to 425 Park Avenue, 
New York City. 


x ROM cs AR 


The Door that lets 
TRAFFIC through QUICKLY 


ELLISON BRONZE CO. 
Jamestown, New York 


representatives in 77 principal cities in the 
United States, Canada and Puerto Rico 


775 BALANCED DOOR 


358 ARCHITECTURAL RECORD October 1958 


Elysée). The first building in the de- 
velopment will be the international 
headquarters for the Becket firm; 
another building is planned for the 
film industry, to contain offices for 
industry guilds and agents. Demoli- 
tion is underway now, and construc- 
tion is expected to begin in July. 

The move to use part of the Fox 
lot for investment purposes was ex- 
plained as the result of rising land 
costs. The studio's sound stages and 
offiees will be consolidated in new 
quarters to be built on the remain- 
ing 80 acres of the original lot; sets 
and outdoor shooting will be moved 
to a 2300-acre site in Malibu. 

Planning was somewhat compli- 
cated by the oil drilling rigs now in 
evidence on the lot; production will 
continue with operations going un- 
derground. 


О GE JOKS 


.... year "round or at 
Christmas — fine gifts 
for anyone in the 


construction industry 


THE STRUCTURES OF EDUARDO TORROJA 


an autobiography of engineering accomplishment 


Eduardo Torroja, famous Spanish architect-engineer, has written 
a book which illustrates, describes, and explains the 30 most 
significant accomplishments of his career. These structures 
include bridges, dams, hangars, sports arenas, factories and 
churches. Many are of reinforced concrete — for Torroja's most 
unusual engineering feats are in pre-stressed and post-tensioned 
concrete — but wood, brick, and steel are used as well. 

'The book shows the author's reasoning in arriving at the design 
of each structure, and reveals his unusual building philosophy. 
Engineering details are given. There is a profusion of photo- 
graphs, plans and drawings — over 275 in all. 


208 pages, 7 x 934, $8.50 


BUILDINGS FOR RESEARCH 


by the editors of Architectural Record 


'This timely book analyzes in detail a wide variety of research facil- 
ities built by industry, government agencies, and universities dur- 
ing the past seven years — 44 separate projects. The installations 
shown are in these fields: Nuclear research, Industrial engineer- 
ing, Biological research, Electronics and electrical engineering, 
and Institutional laboratories. 

Opens with a general discussion of the principles of laboratory de- 
sign, with emphasis on the ingredients common to all laboratories. 
Every point is made clearer by the inclusion of numerous photo- 
graphs, plans, diagrams — over 500 illustrations in all. 


232 pages, 834 x 11%, $9.50 


CONSTRUCTION ACCOUNTING AND 


FINANCIAL MANAGEMENT 
by William E. Coombs 


The first, and only, complete manual of accounting and financial 
control for the construction industry, written by a specialist who 
has served as an attorney, accountant, and executive in the con- 
struction business. 

Describes and specifically recommends proper accounting and 
management procedures. Tells you what records to keep, why they 
must be kept, and several possible ways of keeping them. Relates 
accounting and record keeping to the size of the firm, type of job, 
and never loses sight of the fundamental purpose — giving you 
effective financial control over every operation. Contains 200 ta- 
bles, charts, and sample forms. 


488 pages, 6 x 9, $12.85 


GROUNDS MAINTENANCE HANDBOOK 


(Second Edition) 
by Herbert S. Conover 


The only comprehensive reference work of grounds development 
and maintenance. Contains all the detailed information you need 
to plan, supervise and maintain grounds of every type and size. 


It is a big book, and fully illustrated (over 175 illustrations). It 
consolidates all the needed information on planning, turf mainte- 
nance, planting and care of trees and shrubs, equipment selection, 
control of weeds, insects and diseases, materials specifications, 
and erosion control. Throughout the book practical, economical 
methods and materials are stressed. 


503 pages, 6 x 9, $10.75 


THE SELECTION OF RETAIL LOCATIONS 
by Richard L. Nelson 


A new book which provides the newest trends and techniques in 
site selection and potential volume analysis for stores, shopping 
centers, banks, restaurants and other establishments. The author 
is a noted real estate economist. 


Answers your questions on anticipating geographic trends, future 
of the downtown area, determining the volume potential of an area, 
rent-advertising ratios, effects of decentralization, compatibility 
of store types, and many more topics. With this book you can 
estimate business potential of a site, evaluate its growth capacity, 
and appraise the influence on the proposed business of other stores 
in the vicinity. 


384 pages, 6 x 9, $9.00 


THE CONTEMPORARY CURTAIN WALL 


its Design, Fabrication and Erection 
by W. Dudley Hunt, Jr. 


One of the most important recent developments in the construc- 
tion industry, curtain wall construction is still so new that there is 
a great demand for information on proper methods of design, 
construction and installation. Meeting that demand, this new book 
presents, for the first time in one place, a wealth of new information 
about this construction system. 


Analyzes and evaluates the walls, their functions, their component 
parts, materials and installation. Lists and tables give all the known 
data about insulation, fire resistance, dimensional stability. Amply 
illustrated with drawings and photographs. 


468 pages, 7 x 934, $12.75 


FIELD INSPECTION OF BUILDING CONSTRUCTION 
by Thomas H. McKaig, B.Arch., C.E. 


A guide to the supervision of construction for architects, engineers, 
and field inspectors which charts a clear path through the maze of 
owner-architect-contractor-subcontractor relations and responsi- 
bilities. Defines responsibilities for such matters as quality of ma- 
terials and workmanship, coordination of work by different 
trades, safety precautions, safeguarding of work in place, and 
many more. 


Outlines the pitfalls the inspector should avoid, and gives him guid- 
ance in safeguarding the owner's interests against a variety of con- 
tingencies, without exposing him to charges and possible claims 
for interference or delay. 


384 pages, 6 x 9, $9.35 


APARTMENTS AND DORMITORIES 


by the editors of Architectural Record 


In response to numerous requests for information on this building 
type, the editors of Architectural Record have selected 48 superior 
examples of apartment houses, college residence halls, and other 
multiple dwellings, designed by some of the world's leading archi- 
tects. The buildings range in size from two-family houses to vast 
housing projects. 

In addition to the buildings, there is a section containing useful 
technical information, and a series of studies on trends in apart- 
ment buildings and community development. Over 250 illustra- 
tions. 


238 pages, 834 x 11%, $8.95 


~ 


ESTIMATING GENERAL CONSTRUCTION -COSTS 
by Louis Dallavia 


Provides an accurate, foolproof system for estimating all direct 
production costs in earthwork, reinforced concrete, masonry, 
structural steel, and carpentry. This unique system can be applied 
at any time and in any place with equal validity, and can never go 
out of date. It was developed and perfected by the author during 
his 22 years as an estimator in heavy construction and building. 


Presents an index set of unit costs for typical shift crews, against 
which you compare local crews, arriving at a productivity per- 
centage. By checking that figure against only three tables, you ar- 
rive at the shift cost, output range, and unit cost of the operation. 
There is a total of 160 tables and checklists in the book. 


205 pages, 6 x 9, $8.50 


RELIGIOUS BUILDINGS FOR TODAY 
by the editors of Architectural Record 


Presents 35 new religious buildings, each of which is the work 
of a gifted architect collaborating with a clergyman and building 
committee who were not afraid to break with the architectural 
past. Protestant, Catholic, and Jewish buildings are shown, from 
all parts of the United States as well as Europe and Asia. Each 
is shown in brilliant photographs, and plans and drawings. 


There are several other sections. One is called “Worship and 
the Arts’’. It explores the relationship between eternity and the 
present, as it pertains to the design of churches. There follow six 
articles on worship and the arts in different traditions — Jewish, 
Catholic, Orthodox, Episcopal, Reformed, and Lutheran. Also 
contains cogent studies by leading architects, clergymen, and 
secular authorities. Over 300 excellent illustrations. 


184 pages, 834 x 11%, $7.50 


THE MODERN CHURCH 
by Edward D. Mills 


A comprehensive study of the requirements and design standards 
of Christian churches. Covers new church construction step by 
step from the site selection and approval by church authorities 
through acoustics, materials, furnishings and religious art, and 
building costs. Some 200 illustrations of the best in contemporary 
church architecture in America and Europe. 


189 pages, 7 x 914, $9.75 


ADVENTURE IN ARCHITECTURE 
by Whitney S. Stoddard 


The exciting story of the rebuilding and expansion of 100-year old 
St. John's monastery in Minnesota. The client is the Benedictine 
order of monks. The architect is Marcel Breuer. How he was se- 
lected, the rapport established between him and the building 
committee, and the flexible master-plan they drew are all explained 
here. The text has a narrative quality, and the 100 photographs 
and drawings cover every phase of the project. 


128 pages, 8⁄2 x 11, $8.50 


THE CHAPEL AT RONCHAMP 
by LeCorbusier 


LeCorbusier's own account and explanation of the chapel of Notre 
Dame du Haut, which is one of the truly revolutionary buildings 
of our time. He presents the building in its 3 facets: as a place of 
worship, as a work of art, and as a practical exercise in architec- 
ture and construction. Contains notes and sketches in LeCorbusi- 
er's own handwriting. 


136 pages, 734 x 8%, $5.50 


PLANT ENGINEERING PRACTICE 


by the editors of Plant Engineering 


The mammoth new reference work of plant operation and mainte- 
nance. Presents 226 separate case studies, each of which is de- 
signed to save time, work and money for the plant engineer and 
his staff, and architects and engineers doing industrial building 
work. Over 800 illustrations. 


704 pages, 8% x 1154, $18.50 


HOW TO BUILD MODERN FURNITURE 


(Second Edition) 
by Mario Dal Fabbro 


Clear, easy-to-follow instructions for building your own profes- 
sional quality furniture, plus step-by-step plans for 53 contempo- 
rary pieces by a famous furniture designer. 

'The first section gives instruction in basic woodworking opera- 
tions, selection of materials, joints, assembly, wood finishing, and 
иы дөгү, Standard measurements of all furniture pieces are 
listed. 


The second section presents 53 separate furniture pieces: Hi-fi 
cabinets, chests, tables, chairs, beds, and many others. Text is brief 
and clear — unique exploded diagrams do most of the teaching. 
Each project contains a list of materials, directions for assembling, 
and several plans and diagrams. There are over 1200 diagrams 
and drawings in all. 


224 pages, 7% x 934, $4.95 


HOW TO MAKE BUILT-IN FURNITURE 
by Mario Dal Fabbro 


Step-by-step instructions for constructing 102 contemporary built- 
ins. Indispensable for making any home more livable, beautiful, 
and spacious with expertly-designed, easily-made built-ins. This 
practical book presents unique sequence plans and illustrations 
which virtually eliminate the errors and miscalculations which 
arise in these projects. Projects can all be built from standard 
grades of wood using common woodworking tools. 


Included are pieces for living rooms, kitchens, bedrooms, play- 
rooms, attics and cellars. Hundreds of variations and adaptations 
can be made from these unusual plans, and the book is also an 
excellent source of data for designing your own built-in projects. 


259 pages, 7 Vs x 934, $6.95 


BUILDINGS FOR INDUSTRY 


by the editors of Architectural Record 


An outstanding selection of new industrial buildings, together 
with a series of informative studies on trends and factors in pres- 
ent-day industrial building design. 74 projects from all over the 
United States, as well as a few from overseas, are completely 
analyzed. Explains choice of site, plan, lighting, colors, loading 
docks and rail spurs, employee facilities, and many more features. 
Over 700 illustrations. 


315 pages, 8% x 115%, $9.75 


THE ART OF HOME LANDSCAPING 
by Garrett Eckbo 


Here is the book which helps the user recognize his landscaping 
needs, plan them on paper, substitute pencil work for shovel work, 
and eventually provide useful, beautiful outdoor space to the limits 
of his lot. Especially valuable to the new home buyer or builder, 
who cannot afford the services of a landscape architect, and cannot 
afford to make costly mistakes in his basic planning. 


Covers in detail such topics as: Recognizing your needs, Plans, 
Scheduling work and money, Screenings, Walls, Drainage, Soil 
conditions, Solar orientation, Weather considerations, and many 
more. Profusely illustrated. 


256 pages, 6% x 934, $5.95 


LANDSCAPE FOR LIVING 
by Garrett Eckbo 


'This professional-level volume examines the purposes, problems, 
and practices of landscape design. Entire sections are devoted to 
materials, plants and planting, site conditions, structural factors, 
gardens, public buildings, group housing. Included are many 
photographs, renderings, and diagrams of fine landscaping. 


288 pages, 8 x 107^, $10.00 


TIMBER DESIGN AND 
CONSTRUCTION HANDBOOK 


prepared by Timber Engineering Company 


The complete master handbook of timber design and construc- 
tion, written and edited by 34 engineers and timber specialists. 
Serves two purposes: It is a comprehensive timber design refer- 


ence, and it is also a practical field handbook. Offers every bit of 
essential information needed to develop and construct the best 
wood structures. 


The first portion covers the fundamental structural characteris- 
tics of wood. Lists types, grades, and ways of preservation. The 
next ten chapters analyze preliminary design considerations, de- 
sign details, fabrication and erection. The final chapter presents 
129 pages of design and engineering specifications and precise 
tabular data allowing easy conversion for particular grades and 
species. 


622 pages, 6 x 9, $12.75 


ARCHITECTURAL ENGINEERING 
by the editors of Architectural Record 


100 case studies which present the latest developments in archi- 
tectural engineering. Each study was chosen for being a detailed, 
up-to-date source of specific information for which there is current 
professional demand. 


The book is composed of six extensive sections: The Building 
Shell, Environmental Control, Utilities, Site Planning, Materials, 
Special Problems. The book is complete with over 1,400 plans, 
diagrams and photographs. 


495 pages, 834 x 11%, $11.50 


APPLIED STRUCTURAL DESIGN OF BUILDINGS 
by Thomas H. McKaig, Consulting Engineer 


A practical office manual containing simple, standardized proce- 
dures for solving structural design problems. This unique hand- 
book had its inception as a series of notes used by the author in 
his instruction of architects and engineers preparing for state 
licensing examinations. Strictly a practical work with no attempt 
made to develop theory, which is obtainable in any textbook. 


The structural designer will find in simple, convenient form the 
processes which will serve him best as working tools. Here are 
short cuts, tables, formulae, sketches — a wealth of practical in- 
formation — all designed to save countless hours of detail, help 
standardize office practice and simplify the designer’s work. Every 
piece of information in this book has been tested, by actual experi- 
ence and proven to be reliable and useful. 


442 pages, 7% x 10, $12.50 


JAPANESE TEMPLES AND TEA-HOUSES 
by Werner Blaser 


The English edition of a prize-winning Swiss book, profusely 
illustrated with brilliant photographs (8 in full color), line draw- 
ings and plans of classic examples of Japanese architecture. Its 
thoughtful text examines the social, historical, and spiritual forces 
which produced this highly defined art, and gives — as a result — 
a richer, new perspective in which to view all architecture, includ. 
ing our own contemporary work. 


Although the text is lucid and analytical, it is the author's intention 
to let the photographs speak for themselves; in Blaser's own words, 
*., . to suggest how these structures might shadow forth a new 
spiritual style for the West.” 


156 pages, 94 x 1214, $12.75 


STRUCTURES 
by Pier Luigi Nervi 


Pier Luigi Nervi of Rome draws on over 30 years of experience as 
architect, engineer, and builder. Contains much valuable informa- 
tion on the properties of concrete and *Ferro-cemento", which 
was developed by the author and used by him in the construction 
of some of the largest and most beautiful thin-shell concrete struc- 
tures in the world. 


Alternately practical and philosophical, the book considers such 
varied subjects as architect-client relations, training of designers 
and builders, theory of structures, and building in reinforced con- 
crete. Contains photographs of all of Nervi's major works, as well 
as numerous sketches and plans. 


118 pages, 7/4 x 9%, $6.95 
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NEW GERMAN ARCHITECTURE 
by G. Hatje, H. Hoffman, K. Kaspar 


A brilliant study of the renaissance of German architecture from 
1945 until the present. The best of all postwar construction is 
presented — a total of 133 projects of all types, each illustrated 
with 3 or more photographs, plans, and sketches, and each dis- 
cussed in a frank, constructive text. Over 550 photographs and 
drawings. 


220 pages, 7% x 10%, $11.50 


PRACTICAL HOUSES FOR 

CONTEMPORARY LIVING 

by Jean and Don Graf 

Displayed in this new book are forty houses with “built-in per- 
sonalities" — houses that reflect their owners’ tastes and living 


habits. Selected from all regions of the U. S., they represent many 
prevailing styles of architecture, and prices range from $7500 up. 


174 pages, 834 x 11%, $6.95 


A TREASURY OF CONTEMPORARY HOUSES 
by the editors of Architectural Record X 


Here are 50 contemporary houses designed by some of the world's 
leading architects; the ultimate in quality contemporary design. Ж 


Most of the houses аге depicted іп 10 or more photographs, 
illustrations and plans. The story behind each house is presented X 
simply in its essentials with no involved technical language. 


215 pages, 8% x 115%, $5.95 


82 DISTINCTIVE HOUSES * 


selected from Architectural Record 


On display here are 82 of the finest houses published in Architec- 
tural Record in the past few years. Each house is depicted in superb 
interior and exterior photographs which dramatize its design and 
convey its individuality. 


These 82 houses represent a wide range of localities, living ) 
habits, personal tastes, and sites. Comprising the last 100 pages 
are special Time-Saver Standards data for Houses. 


437 pages, 8% x 11%. Illustrated. $8.00 


ERIC MENDELSOHN * 


(Second Edition) 
by Arnold Whittick 


A thoughtful, handsomely illustrated study of the works and life 
of one of the outstanding architects of our time. Covers Mendel- 
sohn's work from 1919 until his death in 1953. Seventy-five of 
his major projects are shown — in Germany, England, Israel and Ж 
the United States. Over 175 illustrations. 


219 pages, 7% x 10%, $9.85 
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TIME-SAVER STANDARDS * 
(Third Edition) 3 


by the editors of Architectural Record 


Since 1946 Time-Saver Standards has served as a working partner * 
to thousands of architects, engineers, designers, builders, and 

other specialists in the construction field. Users consider this book Жж 

the one indispensable reference to any and every question of 
building principle, practice, and procedure. As a daily working 
tool on construction projects of every size, description, and dollar 
value, Time-Saver Standards has saved endless hours of research 


time, immeasurable extra work, and many costly mistakes, as well * 
as millions of dollars on construction costs. 
888 pages, 8⁄2 x 11, $12.50 Ж 
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DESIGN FOR MODERN MERCHANDISING 


by the editors of Architectural Record 


Here is a detailed study of the physical design of selling establish- 
ments of all types: stores for soft goods and hard goods, food 
stores, department stores, wholesale showrooms, and shopping 
centers. Over 600 photographs, plans and diagrams take the reader 
through a vivid selection of successful selling establishments. 


247 pages, 8% x 11%, $8.95 


MOTELS, HOTELS, RESTAURANTS AND BARS 


by the editors of Architectural Record 


Emphasis here is on current design trends, techniques and struc- 
tural features. Within each category, buildings of many sizes, 
styles, and localities are included. Each project is profusely illus- 
trated with photographs, plans and renderings. 


215 pages, 834 x 11%, $6.95 


DESIGN AND CONSTRUCTION 
OF GENERAL HOSPITALS 


by the U. S. Public Health Service 


Step-by-step guidance in planning the general hospital. 30 master 
plans for hospitals of every size are shown. Each plan is fully de- 
tailed, and visualized in skillful rendering. Site plans and numerous 
tables and charts are also included. 


214 pages, 834 x 11%, $12.00 


COMMERCIAL BUILDINGS 


by the editors of Architectural Record 


Office buildings, banks, transportation buildings, TV studios and 
theaters are shown here in photographs, plans, and drawings. All 
of them clearly demonstrate the new materials and methods which 
have won acceptance in recent years. 


406 pages, 8% x 11%, $9.75 


SCHOOLS FOR THE NEW NEEDS 


by the editors of Architectural Record 


66 new school buildings which are working proof that sound 
planning can pay off in better buildings at lower costs. Elementary 
and secondary schools are shown from all areas of the country. 
Over 900 illustrations. 


312 pages, 834 x 11%, $9.75 
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DODGE BOOKS = 


119 West 40th Street, New York 18, N. Y. 

Send me the books I have checked below. Within 10 days after 
receiving them I shall remit payment plus a few cents postage or 
return any or all of them without obligation. 
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ADDRESS. ever Swiss RR SDSS RAS жал өлеш DEA аата MRR MEE mse 
GUN чадлаа Г ГГ ГГ ZONE. «2e wars STATE. amer n 
[| My check is enclosed. I pay no postage and have same return 
privilege. 

Adventure in Architecture. .... cece cece eee nt $8.50 
[| | Apartments and Оогтїїопе$................................. 8.95 
| ] Applied Structural Design of Виїїйїпдз........................ 12.50 

Architectural Engineering +» » +з я ++ een 11.50 

The Art of Home [апд<сарїпд............................+.+ 5.95 
|] Buildings ОСТЕО ГУ... соороно еван er Irak eR ER RR cre 9.75 
| l Buildings for Researchs suse uus mr erar mettre XE ET 9.50 
| | The Chapel at Вопсћатр............... I IIIA 5.50 
L] Commercial Buildings«« «« «sex kh he bem mm mmm eese vanea 975 
| | Construction Accounting and Financial Мападетепї............... 12.85 
Г ] The Contemporary Curtain У/а!!............................. 12.75 
L] Design and Construction of General Нозрйа5.................. 12.00 


SCHOOL PLANNING AND 
BUILDING HANDBOOK 


by N. L. Engelhardt, N. L. Engelhardt, Jr., and 
Stanton Leggett 


The authoritative work which contains every item of basic infor- 
mation needed to execute a successful school building program. 
Analyzes and defines the exact duties of every party in the building 
program. Provides complete checklists and specimen contracts 
covering every contractual relationship. 


626 pages, 6 x 9, $12.75 


PLANNING ELEMENTARY SCHOOL BUILDINGS 


by N. L. Engelhardt, N. L. Engelhardt, Jr., and 
Stanton Leggett 


A comprehensive study of design standards, equipment, and facili- 
ties required for today's elementary school buildings. Traces the 
pattern of daily pupil-teacher-administrative activities, and relates 
them to the problems of physical design. Over 250 excellent illus- 
trations. 


268 pages, 834 x 11%, $12.50 


TOWARD BETTER SCHOOL DESIGN 
by William W. Caudill 


Relates school design to the aims and methods of education, to the 
influence of environment on the learning process, and to the role 
of schools as community institutions. Shows how the planner 
must assess each factor to arrive at an architectural solution. In- 
cludes 91 case studies where the author's approach has resulted in 
better schools. 


288 pages, 834 x 1155, $12.75 


PLANNING STORES THAT PAY 
by Dr. Louis Parnes 


In this book Dr. Parnes demonstrates the amazing degreeto which 
good design speeds and increases sales in department stores and 
specialty chain stores. With more than 500 illustrations, this book 
explores each detail of the store and its equipment — entrances, 
arcades, show windows, furniture and fixtures, receiving services, 
departmental and floor layouts, display counter and cabinets, 
lighting. 


380 pages, 8% x 11, $10.00 


MAIL THIS 10-DAY EXAMINATION REQUEST| 


C] Design for Modern Мегсһапаїїпд............................ $8.95 
|] 82 Distinctive HOUSES «xa bua senem rmm ааваа жаа 8.00 
|] Eric Meridelsolit. «uero zie docere s mw 09 939 9:973 T 9.85 
[ ] Estimating General Construction Созїз......................... 8.50 
[1 Field Inspection of Building Сопзїгисоп....................... 9.35 
|_| Grounds Maintenance НапдЬооК............................ 10.75 
[ ] How to Build Modern Furniture... 1.0. cece ccc eee cece eee eA 4.95 
C] How to Make Built-In Рогпйшге............................... 6.95 
[| ] Japanese Temples and Tea-Houses. .......................... 1275 
[1] Landscape for Diving «ao mau co iion асас ws ааа оаа ааа 10.00 
LJ] The Modern ChUfchi. е» я» nant IR t nUn RERNA 9.75 
|_| Motels, Hotels, Restaurants and Ваг<.......................... 6.95 
| | New German Architecture... 1... cee eee eee eee eene 11.50 
[ ] Planning Elementary School Вийїйїпдз......................... 12.50 
|] Planning Stores that Рау. „озек sa rrr SET же en 10.00 

Plant Engineering Practice... ® 1... йз cece eee 54% 4% сеек 18.50 

Practical Houses for Contemporary Шуіпо ...................... 6.95 
[ | Religious Buildings for Today....... 2... ве» ва вка IRR 7.50 
|_| Schools for the New Меед<................................. 975 
[ ] School Planning and Building НапаЬооК....................... 1275 
|_| The Selection of Retail Їїосайїоп<............................. 9.00 
| | Strüclures c.c re nox ERREUR TRAE THEMES жаза кеш в 6.95 
L] The Structures of Eduardo Тогго{а............................ 8.50 

Timber Design and Construction НапаЬооК..................... 1275 
| | Time:Saver Standards. «ss secius Rr re RR Rx 12.50 
[ ] Toward Better School Безїўп................................ 12.75 

Treasury of Contemporary Нои$е$............................ 5.95 
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Erection of (iss) AmBridge Steel Joists continued through 


Pittsburgh’s coldest winter 


This picture was made on one of 
the coldest days in Pittsburgh last 
winter. It shows steel joists that will 
support the roof of Duquesne Uni- 
versity’s new 10-story steel-frame Hall 
of Law and Business building over- 
looking downtown Pittsburgh. 

While most outside construction 
work in the Pittsburgh area came to 
a dead stop during the cold snap, the 
placing of steel joists went on as usual. 

USS*AmBridge Steel Joists—stand- 
ard and long-span— provide rigid, eco- 
nomical and lightweight construction 
suitable for any type of roof, ceiling 
and floor. The under-slung and open- 
web design provides for maximum 
head room and allows passage of 
pipes, ducts and conduits in any di- 
rection. Their ease and simplicity of 


erection cuts installation time, en- 
abling you to get your structure under 
cover sooner. Once they have been 
erected and properly bridged, they 
immediately furnish a safe working 
platform for other trades. 

In addition to their use in the 10- 
story classroom building, AmBridge* 
Steel Joists were also used to support 
the roof and stage floor of the Audi- 
torium Annex. American Bridge also 
fabricated the steel frame for these 
structures. In all, 1,131 tons of steel- 
work was supplied for this job. 

If you would like to know more 
about the time- and money-saving 
advantages of USS AmBridge Steel 
Joists, ask for free copy of our 40-page 
catalog containing complete design in- 
formation for spans up to 120 ft. 


Duquesne University Law and Business Building, Pittsburgh, Pa. 
Designed by William York Cocken, Architect, Pittsburgh, Pa. 


“Trademarks 


American Bridge 
Division of 


General Offices: 525 William Penn Place, Pittsburgh, Pa. Contracting Offices in: Ambridge - Atlanta - Baltimore · Birmingham - Boston - Chicago 
Cincinnati - Cleveland - Dallas - Denver - Detroit - Elmira - Gary - Houston - Los Angeles - Memphis · Minneapolis · New York - Orange, Texas 
Philadelphia - Pittsburgh - Portland, Ore. - Roanoke - St. Louis - San Francisco - Trenton - United States Steel Export Company, New York 


United States Steel 
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m. 


Washington Report 


continued. from page 20 


million for its reclamation construc- 
tion this year. 
Congress more than doubled the 


. eash for plant and equipment invest- 


ment by the Atomic Energy Com- 
mission. This jumped to $249.9 mil- 
lion this year compared with $108 
million appropriated for fiscal 1958. 

As Congress swung into its final 
days, there appeared to be as much 
furor over the omnibus housing 
measure as over any other legisla- 
tion concerned with building. Both 
Congress and the Administration 
found themselves in a unique posi- 


tion regarding an omnibus housing 
measure. The emergency bill put 
through in April as part of an anti- 
recession drive had satisfied large 
areas of need in housing and there 
was not the enthusiasm for the gen- 
eral legislation that always had been 
apparent in former years. 

The Senate gave virtually unani- 
mous approval to the omnibus meas- 
ure and sent it over to the House in 
good time. The House Banking Com- 
mittee turned out its version of the 
general terms for handling those 
parts of the programs which had not 


ANOTHER 


HOMASOTE 


FIRST 


for the life of the building 


WEATHERPROOF HOMASOTE GIVES YOU A 
PERMANENT, CONDENSATION-FREE ROOF... 
THE "88" ROOFING PANELS 
SAVE YOU DAYS AND DOLLARS 


If you want to be sure of having a permanent, insulate.| nfl wirt 
roof, apply Homasote “88” Roofing Panels according to 
directions—paint any time within the first 3 years, and 
keep painted. Homasote can make this claim, because it 
has been tested in all climates on all types of structures 
—for more than 42 years. Homasote is a high-density, 
wood-fiber, weatherproof, insulating-building roofing. 


Ist course 3rd course 


Homasote “88” Roofing Panels 
come 8’ x 8’ and are nailed in 
a diamond position—overlap- 
ping each other 514” according 
to specifications supplied. 
Homasote Roofing with “88” 
Panels is the most economical 
—in eost of materials, in appli- 
cation time (2 men roof 3 
squares per hour!) 


One of the newest building methods developed for 
Homasote is Trussed Arch Construction. Wall and roof 
trusses are Precision-Built®, with the roof trusses 
designed to be joined at the ridge. Because they are in 
two sections, trussed arches can be transported far easier 
than standard trusses for the same building. The frame 
can be erected and roofed in two days by two men—with 
a man and a truck for.four hours. Trussed 
Arch buildings are designed with lengths in 
multiples of 5'. 


Unlike other types of roofing, 
Homasote stops condensation 
problems for the life of the 
structure, and is the easiest 
material to handle and apply. 


Use th for further data on this and 
Punto alll pues а Mail the coupon for data. 


other Homasote Products and methods. 


DMASOTE 


O Homasote “88” Roofing П Panl-Tile (on 4’ x 8’ panels) 
COMPANY [] Trussed Arch [] Grooved Vertical Siding 
In U. S., kindly address 


Send the literature and/or specification data checked: 


Poultry Houses П Homasote (72-page) 


Farm Board Handbook 
UR 
Trenton 3, New Jersey. соко Y 
In Canada: Toronto, Ont.—P.0. SWEET'S i ARTEEN EET TTEN ра рә ж аа у ёа єй adea rete wun Punica ааш ore pan 
Box 35, Station K * Montreal, 
P. Q. — Р.0. Box 20, Station N ADDRESS. уз жй Sa ese КЕШЕ р ridge d xem Баа карша машаа кила вы ауана 
СОЎ. —— PORTTA ZONE..... STATE. мз»... K-8 
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been covered in the emergency leg- 
islation. 

Then the matter languished in the 
House Rules Committee for a long 
period which threw its final consid- 
eration by the House into the hur- 
ried adjournment days. It came to 
the floor under the suspension of 
rules and thus required a two-thirds 
vote which it failed to get by a nar- 
row margin. 

There were frantic efforts during 
the final week of the session to whip 
up other housing legislation that 
could quickly pass the legislative 
body and have White House accept- 
ance, but the steam ran out of this 
attempt in the final days, and Con- 
gress went home without enacting 
general housing legislation. It was 
the first time this had occurred in a 
decade. 

The development left the urban re- 
newal program, among others, with- 
out additional authorization which it 
needed badly at this point. The Presi- 
dent promptly released a $100 mil- 
lion reserve he had been holding since 
1954, and with a $54 million carry- 
over, the Urban Renewal Administra- 
tion adjusted its handling of applica- 
tions to carry on a fairly active pro- 
gram until January 1. It is expected 
that Congress will be asked early af- 
ter it convenes January 7 to provide 
another $100 million for this effort 
so there will be no serious loss of mo- 
mentum in the approving of urban 
renewal plans. 

Applications of this sort on hand 
were well in excess of authorized 
funds and where URA had been proc- 
essing them more or less on a first- 
come-first-served basis, the method 
was adjusted to spread the limited 
authority as equitably as possible. 

The college housing loan program 
administered by the Community Fa- 
cilities Administrationof the Housing 
and Home Finance Agency also was 
left without added authorization. 
The CFA said it was continuing to 
process applications under this pro- 
gram, however, with no new commit- 
ments to be made. 

A third housing program so af- 
fected, public facility loans, was al- 
tered so that remaining funds were 
Spread among the smaller projects 
represented in pending applications ; 
this made it go for a greater num- 
ber of jobs at least. 

The Federal National Mortgage 
Association, still another HHFA con- 
stituent, was left without the instruc- 
tions from Congress it had expected 
and promptly issued a schedule of 
price changes for mortgages in its 
special assistance program. The 
prices now range from 97.5 to 100 
per cent and affect all offers. 


Gymnasium floor of Jefferson-Morgan Joint School District, Jefferson, Pennsylvania. Celli-Flynn, Architects; Grazianno Construction Company, Contractors. 


"A Beautiful Floor, Easy to Maintain... 


CE AL-O-S AN Made it Possibie!” 


As Robert E. Titus, Supervising Principal of Jefferson- 
Morgan Joint School District, says: “When the plans 
and specifications were being prepared for our new 
building, we were faced with the problem of making 
many new decisions. However, the selection of the finish 
for our gymnasium floor posed no problem at all. The 
experience of others prompted us to ask that Hunting- 
ton Seal-O-San be specified. 

“Today, after more than a year of hard usage, our 


gym floor is still beautiful and easy to maintain. In our 


HUNTINGTON 


Huntington, indiana * Philadelphia 35, Pennsylvania * Toronto 2, Ontario 


Jefferson-Morgan Junior-Senior High School, Jefferson, Pennsylvania. 


minds, those two facts have certainly justified our deci- 
sion to use Seal-O-San." 

Seal-O-San has been tested and approved in thou- 
sands of gymnasiums all over the United States. In 
fact, Seal-O-San has become America's most popular 
floor finish for all athletic activities. Specify Seal-O-San 
Gym Floor Finish for.an easy-to-maintain gym floor 

. one that stays beautiful even under the hardest of 
wear. Want to show your client a Seal-O-San floor. 


Write us for locations near you. 


For complete information and specifica- 
tions on Seal-O-San Gym Floor Finish 
- . . contact the Man Behind the Drum, 
your Huntington representative. His skill 
and experience are yours, without ob- 
ligation. See our insert in Sweet's Archi- 
tectural File for his name. 


See our insert 
in Sweet's. File 13m Ө JSweers 
Hu or write for copy 


see nur catalog in 


INCORPORATED 


LABORATORIES 


COH ne Di аш ot MR 


Nas iain, e dt. eost 


Cartwright Elementary School No. 3 Phoenix, Arizona 


One system of building created both 
of these schools on modest budgets 


In spite of the vast difference in outward appearance, 
the schools above have one thing in common. They both 
provide much-needed classroom space at a cost-per- 
pupil that other quality building methods cannot match. 


How is this possible? The answer is simple. Both 
schools were created with the Butler Building System — 
the lowest-cost way to build well. 


Mass-produced Butler components were used to form 


the basic structures. This saved much routine engi- . 


neering time and costly custom-fabrication. 


The simple, functional lines of these basic Butler 
structures make it possible to create an architectural 


ФЕ pao 


BUTLER MANUFACTURING COMPANY 


7427 East 13th Street, Kansas City 26, Missouri 


treatment as modern or as conservative as you wish. 
Buildings can be completed with brick, block or any 
other material your clients' budget or taste dictate. 

And, thanks to Butler's clear-span, rigid frame de- 
sign, interiors are free of columns or overhead trusses. 
This permits maximum flexibility in planning class- 
room arrangements. 


For full details on the advantages the Butler Building System 
offers architects and clients, contact your Butler 
Builder. He's listed in the Yellow Pages of your 
phone book under “Buildings” or "Steel Build- 
ings." Or write us direct. 


see our catalog in 


LG Jsweer's 


or write for copy 


Manufacturers of Metal Buildings 9 Equipment for Farming, Dry Cleaning, Oil Production and Transportation, Outdoor Advertising е Contract Manufacturing 
Sales offices in Los Angeles and Richmond, Calif. • Houston, Tex. * Birmingham, Ala. * Kansas City, Mo. * Minneapolis, Minn. * Chicago, III. • Detroit, Mich. * Cleveland, Ohio 
Pittsburgh, Pa. • New York City and Syracuse, N. Y. * Boston, Mass. • Washington, D.C. * Burlington, Ontario, Canada 
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administration, U.S. Office of Education 


the accompanying quotation 

is from a talk before the thirty- 
eighth annual meeting of the 
Eastern Association of College and 
University Business Officers 

held in Washington in December 1957 
—delivered by Ernest V. Hollis, 


director of college and university 


an 


| Е. №. DODGE | 
" CORPORATION : 


publication 


€ € We have three powerful and salutary forces working together 


to bring the profession to maturity. The oldest of these are the 
regional associations of college and university business officers, 
of which none has played a more important role than the 
Eastern Association. Among the many significant projects of 
the regional associations none has contributed more to the 
growth of the profession than the workshops for upgrading 
personnel that have been nurtured so ably by Charlie Hoff in 
Nebraska, Frank Peterson in Kentucky, Ray Kettler in Cali- 
fornia and the committee on workshops of the Eastern 
Association. 

The second of these forces is the National Federation of 
College and University Business Officers, which is new, but 
which has already sponsored the 60-college study and several 


other projects of nationwide significance. 


and stimulating 


The third. unifying and. stimulating force that has advanced 
the profession is a commercial one. I refer to Hal Herman 
[editor] and his associates, who are doing such a magnificent 
service for the profession through the publication CoLLEGE AND 
UNIVERSITY BUSINESS. 

The only part of the profession I am talking about this eve- 
ning is the chief business officer of institutions and those among 
his associates who want to become, like him, generalists rather 


than specialists in the field. 99 


COLLEGE AND UnwivEknsrry BUSINESS was 
established in 1946 with the explicit pur- 
pose of being “unifying and stimulating" 
to those responsible for business manage- 


college ment in the field of higher education— 


presidents, business managers and their 


A N D uU Ww o: W EI!R & E T Y 


a staffs: superintendents of buildings and 
business grounds, controllers, purchasing agents, and 
the directors of housing, food service and 
student centers. Ask any of these men and 
women, anywhere, how well the magazine 
has succeeded. 


THE NATION’S SCHOOLS DIVISION, THE MODERN HOSPITAL PUBLISHING CO., INC. 
919 NORTH MICHIGAN AVENUE 
CHICAGO 11, ILLINOIS 
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KOHLER ELECTRIC PLANT 


Stand-by power...safeguard for public 
buildings, factories, institutions 
When storms or accidents cut off central station power, Kohler 


stand-by electric plants take over critical loads automatically. 
They afford low-cost insurance against hazard or loss. 


YMCA at Д 
Milwaukee, $8 
Wisconsin WE 
hasa35 KW @ 
Kohler 
stand-by 
plant. 


Model 35R81, 35 KW, 120/208 
volt AC. Remoie starting. 


In club or school swimming pools, Kohler 
stand-by plants prevent sudden darkness that 
may cause panic and disaster—also in stores, 
theatres, auditoriums. Hospitals need them 
for lighting and equipment essential to pa- 
tients’ treatment and care. They prevent 
costly interruptions for hatcheries; green- 
houses; factories; industrial automation; office 
buildings; railroads; airports. 

Complete manual, including suggested spec- 
ifications, will be sent on request. Sizes from 
500 watts to 100 KW, gasoline ... 10 KW to 
100 KW, diesel. Write Dept. A-15. 


Koner Co. Established 1873 Koner, Wis. 


KOHLER or KOHLER 


Enameled Iron and Vitreous China Plumbing Fixtures • Brass Fittings 


Electric Plants • Air-cooled Engines • Precision Controls 


PATENT NOS. 2,440,741 and 2,704,370. 


"for fashion... forever" 


quality, 
performance 
and service 
make the difference 


грис 


{ 1 INC., 
уай» W. WILSON AVE., CHICAGO 31, ILLINOIS 
‘Leadouhip Tough Creative Engineering” 


104 
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frostproof.... for interiors, в m floors vili. in sizes up to 12" x 16" 


. In 13 colors by Stylon. A new tile for new design 
ideas . . . a floor and wall surfacing that stands up 
under endless weather and wear with almost no 
maintenance. Large size means low installation 
cost. See your Stylon distributor or write Stylon 
Corporation, 1 Summer Street, Milford, Mass. 


See our catalog in Sweet's. 


Plants in Milford, Mass. 
and Florence, Ala. 


Member: Tile Council 
of America, Inc., and 
The Producers’ Council, Inc. 


t-on 


For Parking Garages... 


TYPICAL FORMING DETAILS 


(not to scale) 


СЕ 


CONCRETE 
FLOOR 
SLAB 


TIL 


|| srRUcTURAL 
| FRAMING 


Р REINFORCING 
22 


@ CONCRETE 
Nef COLUMN 


SONOTUBE 
FORM 


END VIEW 
Round concrete col- 
umn with structural 
framing and rein- 
forced concrete 
slab. 


CONCRETE FLOOR 


— A A STRUCTURAL 


FRAMING 
REINFORCING 


COLUMN 


Round concrete col- 
umn with haunched 
structural steel 
beams. 


COLUMN 
CAPITAL 


REINFORCING 


COLUMN 


SONOTUBE FORM 


REINFORCED 
CONCRETE 


[FOUNDATION 


SIDE VIEW 


Tie between round 
concrete column 
with capital and 
structural steel 
framing 


lea езенйнйн 


STRUCTURAL FRAMING 
i 


REINFORCING | 


SONOTUBE 
FORM 


Tie between round 

concrete column 

and structural steel 
framing 


CONCRETE SLAB 


CONCRETE BEAM 


REINFORCING 


Ø CONCRETE. 
COLUMN 


SONOTUBE FORM |е, 


CONCRETE FOUNDATION 


END VIEW 


round columns reduce construction time 


and save money 


pu 
^ 


Bank Bldg. & Equipment 
Const. Co., contractors, 


Texas Bank Bldg. Parking, Dallas, Texas. 
Corp. of America, Architects. R. F. Ball 


R. L. Eason & Associates, structural engineers. 


Parking Garage, 
Philadelphia, Pa. 

Parking Garage Authority, 
Phila. McClosky & Co., 
General Contractors. 


Specify round columns 
of concrete formed with 


Parking Garage, 
Cincinnati, Ohio, 

Hake & Hake, architect 
& engineers. Fero 
Concrete Const. Co., 
contractors. 


Better looking parking garages designed 
with round concrete columns can be con- 
structed faster and for less cost when 
Sonoco Sonotube Fibre Forms are specified. 

Contractors save time, labor and money 
because Sonotube Fibre Forms are pre- 
fabricated, easily handled and require mini- 
mum bracing. 

Owners prefer round columns because 
they conserve maximum floor space for 


income-producing use, cost less to construct. 

Low-cost Sonotube Fibre Forms provide 
the fastest and most economical method of 
forming round columns of concrete. 

Sonotube Fibre Forms are available in 
sizes from 2" to 48" I.D. Standard shipping 
length—18'. Order in other lengths if de- 
sired. Specify Seamless (pat. pend.) or 
"A" Coated (patented) Sonotube for ex- 
posed columns. 


See our catalog in Sweet's... 


for additional information, write 


ONOCC 


Construction Products 


-— PLYWOOD _, 


/2 SONOTUBE 


——Ó 


SONOCO PRODUCTS COMPANY 


. Round concrete column with concrete 


beam and concrete slab 


e HARTSVILLE, S. C. e LA PUENTE, CALIF. e MONTCLAIR, N. J. 
e AKRON, INDIANA * LONGVIEW, TEXAS * ATLANTA, GA. 
• BRANTFORD, ONT. • MEXICO, D. F. 


Obround concrete 
column forming 


3093 
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1,000 car, 2-level hotel parking area. Architect: 
Welton Becket & Associates. 


glamour hotel 


guests park on 
ж 


surface seal 


At the fabulous, new Beverly Hilton, 
as at leading airfields, parking lots, 
playgrounds and parkways, asphalt. 
pavements are protected by Jennite J-16 
liquid surface seal. 

Jenniting stops destructive effects of 
gasoline and oil, seals out frost . . . stops 
crumbling and retards drying action of 
the sun. The attractive, satin black 
Jennite surface is tough, easy-to-clean 

. a sound investment in improved 
appearance and increased service life. 


New bulletin. describes 
6 basic uses 


In addition to maintaining asphalt 
surfaces, Jennite J-16 is ideal for sealing 
concrete floors and pavements, damp- 
proofing cement or masonry construc- 
tion, coating reinforcing fabric, preserv- 
ing metal roofs and protecting all types 

of exposed metal. 

Specifications 

covering these 
uses are listed in 
catalog LL-4874 

or in Sweet's 
Architectural 
File, 5/Ma. 


AA-7250 


Distributors and Stocks 
in principal cities 


Maintenance Inc. 


| і 
| Wooster, Ohio | 
| Send us catalog 11-4874 i 
P | 
| ате | 
| Company | 
| Address | 
| City State 
і і 
CHEN ERREUR U eno el see no 4 


Washington Topics 
continued from page 55 


single enterprise or place may be 
permitted on each side of any one 
Interstate Highway. 

The standards also authorize es- 
tablishment of “informational sites" 
for erection of additional Class 3 
and 4 signs on panels not more than 
13 ft high or 25 ft in length. Indi- 
vidual signs on the panel are limited 
to 12 sq ft and must not be legible 
from the main traveled way or a 
turning roadway. Animated signs 
are not permitted, nor illumination 
by other than white lights. 

All Class 3 and 4 signs permitted 
outside of informational sites are 
restricted to a size not more than 10 
ft high nor more than 60 sq ft in 
area. 

General provisions applicable to 
signs of the Class 3 and 4 type per- 
mitted outside of informational sites 
and Class 2 signs provide they shall 
not (1) res:mble any official traffic 
device; (2) be permitted to obstruct 
cfficial signs; (3) contain flashing, 
intermittent or moving lights; (4) 
be illuminated in any way to cause 
glare or impair the vision of a driv- 
er; (5) have animated or moving 
parts; (6) be erected on trees, rocks 
or other natural features. 


Airport Construction Bill Gets 
Presidential Pocket Veto 


The President's pocket veto of the 
multi-million-dollar bill authorizing 
additional Federal aid for airport 
construction and improvement as 
well as extensicn of the entire pro- 
gram for four more years beyond 
next June 30 disappointed support- 
ers of airport expansion. Unhappy, 
too, were airline operators who 
looked forward to major construc- 
tion at the principal  airfields 
throughout the country in anticipa- 
tion of jet transport travel. 

Senator Mike  Monroney  (D- 
Okla.), chairman of the Senate's 
Aviation Committee, claimed that 
the refusal to approve the legislation 
left a $2 billion investment in ad- 
vanced aircraft by the airlines in 
jeopardy. 

The President did promise that he 
would request the 86th Congress to 
enact a transitional program to pro- 
vide Federal funds for the building 
of “urgent” airport projects essen- 
tial to an adequate system of avia- 
tion facilities. He felt, he said, that 
the existing aid program—$63 mil- 
lion in aid to states for the current 
fiscal year— was sufficient for the 
current period. 

Repeating his stand, first an- 
nounced last fall Mr. Eisenhower 
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Power outa ; 
can do no hai 
in this hosp | 


Onan Electric Plant supplies emer- 
gency power for lighting and all 
vital electrical equipment 


An Onan Emergency Power System 
protects patients and personnel. Sup- 
plies current for lighting corridors, 
operating rooms, delivery rooms, stair- 
ways; provides power for heating 
system, ventilators, elevators, X-Ray 
machines, and other vital equipment. 

Your hospital is assured of electric 
power at all times with Onan Emer- 
gency Electricity. Operation is com- 
pletely automatic. When highline power 
is interrupted, the plant starts auto- 
matically ; stops when power is restored. 

Models for any size hospital—1,000 
to 150,000 watts A.C. 


Complete standby systems 
at lower cost 


Onan Vacu-Flo cooi- 

| ing permits using air- 

T cooled models in 

T many installations at 

a considerable sav- 

' ing. Check Onan be- 
fore you specify. 


See our Write for 


Catalog in engineering 


Sweet's ELECTRIC PLANTS daia 


D. W. ONAN & SONS INC. 


2654-A University Avenue S. E. 
Minneapolis 14, Minnesota 


Why Bethcon is 


the ideal sheet 
for ductwork 


There аге two outstanding reasons for speci- 
fying galvanized sheet steel for heating and 
air-conditioning ducts. 


Easy Workability 

First is the fact that Bethcon is neither too 
soft nor too hard; it’s just right for easy work- 
ability in the shop and structural rigidity in the 
finished product. 


Tight Zinc Coating 

Second is the fact that Bethcon’s zinc coating 
is the stubbornest zinc coating you ever saw. 
Even when a Bethcon sheet is doubled back on 
itself, its galvanized coating does not peel or 
flake off. 

Bethlehem’s continuous galvanizing process 
provides the answer to both these points of 
superiority. This process includes a special 
annealing cycle which imparts to the basic steel 
the strength-with-ductility that makes the sheet 
so desirable. Seconds later the zinc is applied, 
and applied so tightly that it permits forming 
never before considered practical for galvan- 
ized steel. 

You'll do right by your clients to specify 
Bethcon on jobs that require sheet metal duct- 
work or spiral conduit. It is available in gages 
12 and lighter, with either plain open hearth or 
copper-bearing (Beth-Cu-Loy) steel for the base 
metal. A Bethlehem representative will gladly 
supply you with whatever details you need. Just 
get in touch with our nearest district sales office. 


BETHLEHEM STEEL COMPANY 
BETHLEHEM, PA. 


On the Pacific Coast Bethlehem Products are sold by Bethlehem Pacific 
Coast Steel Corporation. Export Distributor: Bethlehem Stee! Export Corp. 


LE 


aV.I.P.s decor... 
rates a Bigelow on the floor 


Most clients aren’t money-gushers or 
penny-pinchers, either! They’re some- 
where in-between! The kind of folks 
who'll appreciate your wisdom and 
good taste in choosing carpets from 
Bigelow’s unlimited variety of pat- 
terns, colors, textures...and prices. 
To insure the right carpet for the job, 
top value for every dollar invested, see 
your Bigelow dealer. He’ll make avail- 
able the services. of his experienced 
staff plus Bigelow Carpet Counsel, a 
group of commercial carpet specialists 
unmatched in the industry. Write or 
call Bigelow Rugs and Carpeis, 140 
Madison Avenue, New York 16, N. Y. 
The new ideas in carpet begin with 


BIGELOW. 


BLESS OUR 
OIL WELLS 


FOR BUILDINGS OF ALL TYPES 


... first in efficiency, economy 
and client satisfaction 


* 


TODD BURNERS 


GAS OR OIL 
* 


PRODUCTS DIVISION 
TODD SHIPYARDS CORPORATION 


Headquarters: 
Columbia & Halleck Streets, Brooklyn 31, N.Y. 


Plant: 


Green’s Bayou, Houston 15, Texas 
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WATERSTOPS 


= ^ o з A ш 


- @ * , 
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for CONSTRUCTION and EXPANSION JOINTS 


Williams Efficiency Waterstops are specially designed to completely 
seal joints connecting cast-in-place concrete members— wal section 
to wall section, walls to footings, walls to floor slab, floor slab to floor 
slab. The rubber waterstop in the joint permits movement of the 
individual slabs without breaking the water seal. Williams Efficiency 
Waterstops are furnished in long lengths, to be field cemented 
and bolted together for positive seal at end joints. They will bend 
around corners, will not tear from shear action, and the bulbs 
are set deep enough in the concrete to insure a positive water seal. 


See SWEET'S Files, or write for information. 


WILLIAMS EQUIPMENT and SUPPLY COMPANY 


456 E. Eight Mile Rd., Hazel Park, Michigan 


BUILDING SIZE 


How much will be saved by increasing build- 
ing height instead of floor area to obtain 
necessary cubic space for storage purposes? 
Usually it costs less. 


ROOF TRUSS 
CAPACITY 


Will roof trusses carry 
Tramrail, or other con- 
veyors, in addition to 
other usual loads? 


COLUMN SIZE 


Are columns heavy 
enough to support 
overhead handling 
equipment and moving 
loads? Will they take 
possible future larger 
size loads? 


he foremost demand of a new factory building, 

whether for production or storage, is that its 
design and construction aid overall operating effi- 
ciency to the utmost. Thus, the building becomes 
more than just an enclosure, but is actually a vital 
part of the manufacturing process. 

It is, therefore, imperative that the various steps 
entering into the making of an item be thoroughly 
considered when the building is designed. One of 
the most important of these concerns materials 
handing because this item often amounts from 
2576 to 5076 of the total production cost, and, also, 
because it is plant-wise in nature. 


GET THIS BOOK! 
BOOKLET No. 2008. Packed with 


valuable information. Profusely 
illustrated. Write for free copy 


FLOOR 


Is floor designed to 
withstand wear and 
tear of heavy floor 
truck traffic without 
undue costly mainten- 
ance? 


MAXIMUM LIFT 


What will be maximum 
lift required? What load 
weight? What is weight 
and’ clearance dimen- 
sions of equipment to 
handle this load? 


FLOOR TO TRUSS CLEARANCE 


Is building high enough to secure lift ree 
quired without going to special, more coste 
fy handling equipment? 


Regardless of what handling methods are deem- 
ed best, overhead cranes or Tramrail, roller or chain 
conveyors, floor trucks, etc., the building design, 
size and construction usually has a tremendous 
bearing on the ultimate handling efficiency se- 
cured. Building clearances, floor construction, 
column locations, aisleway allowances and other 
factors must be considered for the different han- 
dling methods for most satisfactory results. 


For initial economy in installation, for most satis- 
factory operation and highest efficiency, plan for 
materials handling when you design the building. 


Do not make materials handling an after- 


thought. 


CLEVELAND TRAMRAIL DIVISION 
THB CLEVELAND CRANE & ENGINEERING GO. 
2573 EAST 284th ST. WICKLIFFE. OHIO. 
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Architectural Record offers advertisers. , 


EW ALL-TIME HIGH IN ARCHITECT AND 


8 re aso ns why Architectural Record is your 


right architectural magazine for 1959... 


1. Editorial leadership — Edited specifically for archi- 
tects and engineers. Most editorial pages. Largest staff 
of architect and engineer editors in the field. Five out 
of six editorial awards to architectural magazines by 
The American Institute of Architects. 


2. Preferred readership— Architects and engineers have 
voted the Record ''preferred" in 115 out of 126 
studies SPONSORED BY BUILDING PRODUCT MANUFAC- 
TURERS AND ADVERTISING AGENCIES. 


3. Top architect circulation. 


4. Top engineer circulation.. 


5. Highest renewal percentage. 


6. Top verifiable building market coverage. 


7. Lowest-cost coverage. 


8. Advertising leadership. Year after year more adver- 
tisers place more pages of advertising in Architectural 
Record than in any other architectural magazine. 
(70% more than the second magazine in the field in 
the first 9 months of 1958; 8895 more than the third.) 


Ask us to pinpoint Architectural Record's advertising 
values in terms of your sales objectives. 


ENGINEER CIRCULATION — 


P 


NO OTHER MAGAZINE ever has made available to advertisers 
so many architect and engineer subscribers seeking information on 
architecture and the engineering aspects of building. 


Significantly, after five straight years of increase, Architectural Record's 
architect and engineer circulation tops that of the second magazine in 
its field by the widest margin since 1946. 


A record 18,250 architects—and 9,798 engineers—now pay to read 
Architectural Record. (Source: June 1958 A. B.C. Publisher's Statement) 


And most important—these architects and engineers are verifiably 
responsible for planning over 94 per cent of the total dollar volume 
of all architect-planned nonresidential building and 77 per cent 
of all architect-planned residential building—facts documented by 
Dodge Reports. | 


The cost per page per 1,000 of Architectural Record’s unequaled 
architect and engineer circulation? Lowest of the three leading 
architectural magazines. 


zn Architectural Record 


wan 119 West 40th Street, New York 18, N.Y. OXford 5-3000 
“WORKBOOK OF THE ACTIVE ARCHITECT AND ENGINEER" 


permanently 
bonds new plaster 
to concrete... 

for as little as 

2c per square foot. 


DUPONT PLAZA CENTER, MIAMI, FLORIDA 


Plaster-Weld is the amazingly versatile, patented 
liquid bonding agent today specified on hun- 
dreds of remodeling and new construction proj- 
ects by leading architects the country over. |n 
the case of the Dupont Plaza Center, shown 
above, Plaster-Weld was used to permanently 
bond finish plaster to interior concrete surfaces 
and stucco to exterior concrete surfaces. Archt.: 
Frank Н. Shuflin & Associates, Miami; Genrl. 
Contr.: Arkin Construction Company, Miami Beach; 
Plstg. Contr.: E. L. Thompson Co., Atlanta, Ga. 


With Plaster-Weld you can permanently bond 
gypsum, lime putty, acoustical plaster and ce- 
ments to themselves . . . or directly to any sound 


surface . . . even glass. Applied with brush, 
roller or spray gun. No costly surface prepara-. 
tion. You cover Plaster-Weld with new material 
as soon as touch dry (about an hour). In case 
of Marriott Motor Hotel, billed as “World's 
Largest Motel," Plaster-Weld was sprayed on 
smooth concrete ceilings to bond lime putty 
plaster finish.. Archt.: Joseph G. Morgan, Wash- 
ington; Genrl. Contr.: Charles H. Tomkins Co., 
Inc., Washington; Plstg. Contr.: Novinger Com- 
pany, Inc., Brentwood, Maryland. 

A Plaster-Weld bond is ageless ... never lets 
go! Plaster-Weld is approved by F.H.A., New 
York City Board of Standards & Appeals, and 
protected under U.S. Patent No. 2,760,885. For 
technical data, and job proof, see Sweet’s, or 
write us direct. Address Box 5756 C, Larsen 
Products Corp., Bethesda, Maryland. 


SPECIAL OFFER 


For your convenience, we have developed 5-page 
work sheet copies of specifications for bonding 
agents, edited by Ben H. Dyer, A.LA., speci- 
fications consultant of Bethesda, Md. Get yours 
today. Simply mail coupon below. 


Larsen Products Corporation 
Box 5756 C Bethesda, Md. 
) sets of specifications to— 


Please send ( 


r 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
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Washington Topics 


said: “I am convinced that the time 
has come for the Federal govern- 
ment to begin an orderly withdrawal 
from the airport program.” 

Mr. Eisenhower believes that oth- 
ers should begin to assume the full 
cost of civil airports. “Aviation gen- 
erally has achieved a state of matur- 
ity in which the users should be ex- 
pected to pay an increasing share of 
airport costs,” he commented. 

Proponents of the expanded aid 
held that the veto was a “body 
blow” to air safety and would leave 
the nation with only seven airports 
capable of accommodating fully 
loaded jet transport planes for land- 
ing and takeoff. 

The measure passed by Congress 
and rejected at the White House 
would have boosted the annual au- 
thorization from $63 million to $100 
million immediately and would have 
carried the authority on for another 
four years, to mid-1962. Thus the 
bill called for $437 million alto- 
gether. 


CAA Runway Length Requirements 
May Be Increased 25 Per Cent 


A proposed revision of the airport 
runway lengths promulgated by the 
Civil Aeronautics Administraticn in 
1947 is being circulated for com- 
ment. In general it provides a 25 
per cent increase in runway lengths 
over the 1947 criteria, double the 
CAA’s estimates made earlier this 
year. 

One of the commercial airlines 
has said it will require a minimum 
of 12,500 ft of runway for its Chi- 
cago-Paris nonstop jet flights. Effec- 
tive length of the longest runway at 
Chicago’s O’Hare Airport was given 
as 6800 ft. 

A committee report from the 
House group on government opera- 
tions said witnesses had suggested 
that despite conflicting or vague in- 
formation from users and aircraft 
manufacturers, CAA could have ob- 
tained much of the information 
needed for airport jet planning from 
the military, whose jets have been 
in operation for over 10 years. 

Criticism on airport planning 
came to the committee from another 
source. Max Karant, vice president of 
the Aircraft Owners and Pilots As- 
sociation, complained of the failure 
of the national airport plan to in- 
clude sufficient airports for general 
aviation. He pointed out that the 
airlines use 8.5 per cent of the coun- 
try’s public and private civil air- 
ports, with the rest used by general 
aviation exclusively. 
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ALTEE 


LANSING CORPORATION 


ALTEC LANSING sound systems are 
specified for more fine commercial and 
public buildings, stadiums, and schools 
than any other sound equipment. 


ALTEC has gained leadership in com- 
mercial sound installations by offering 
the most complete flexibility—over 100 
sound products all made to serve a 
particular purpose; reliability – АїТЕС 
practices the most stringent quality 
control to produce sound products for 
long, trouble-free service; simplicity— 
ALTEC sound products are famous for 
their straightforward, simple design 
to insure ease of installation and serv- 
ice plus purity of sound; convenience— 
there is a trained ALTEC Engineering 
Sound Contractor near you. 


Call him for help with your next sound 
problem or write for free information 
to 


ALTEC LANSING CORPORATION, Dept. 88 


1515 S. Manchester Avenue, Anaheim, Calif. 
161 Sixth Avenue, New York 13, N.Y. 


ALTEL 


LANSING CORPORATION 


* microphones * preamplifiers * amplifiers * 
loudspeakers * loudspeaker systems 


12-23 


The Modom Paneling Foworite 
IDAHO WHITE PINE 


© The pleasing characteristics of Idaho White Pine 
—light color, straight grain, smooth texture, and 
tight knots—make this wood ideal for modern pan- 
eling. Its rich, warm hues mellow and become even 
more beautiful with time. It is easy to work and 
has superior nailing properties. 

When you specify Weyerhaeuser 4-Square Idaho 
White Pine, your clients gain these time-tested ad- 
vantages while also benefiting from precision man- 
ufacturing and scientific kiln-drying. For example, 
Sterling and Standard grades of paneling in homes 
and offices incorporate the advantages of a favorite 
species—plus true economy. Weyerhaeuser 4-Square 
Idaho White Pine panelings in the above grades are 
available in a choice of patterns for contemporary 
or traditional interiors. 

After generations of use, architects know that 
Idaho White Pine retains its position of preference 
where lasting beauty is the goal. 


IDAHO WHITE PIN 


..- Excellent for many uses 


Architects who specify Weyerhaeuser 4-Square 
Idaho White Pine also favor it as an excellent 
general, multi-purpose species, serving a broad 
range of needs. It is a good, sound lumber with 
the extra values for which white pine has always 
been noted. 

In addition to paneling, Idaho White Pine, 
Sterling and Standard grades, is a desirable lum- 
ber for cabinets, built-ins, ceiling, shelving, 
fencing and exterior trim. 

As more and more Idaho White Pine in Ster- 
ling and Standard. grades is being produced by 
Weyerhaeuser Mills, architects will be pleased to 
know that this species may again be confidently 
included in their specifications. With its beauty, 
ease of workability and dimensional stability, 
which the profession has always rec- 
ognized, IdahoWhite Pine is ready 
to serve your preference. 


MPRO 
E СА 
4 RS. 


v 


Weyerhaeuser Sales Company 
FIRST NATIONAL BANK BUILDING e ST. PAUL 1, MINNESOTA 
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because... 


1. THEY FIT INTO TODAY'S 
INTERIOR DECOR 


2. THEY ARE ACOUSTIC- 
ALLY EFFICIENT 


3. THEY ARE FIREPROOF 


By every standard that makes a 
telephone booth right for our 
modern buildings, the Sherron 
steel indoor booth outclasses 
every other. It has the striking 
Simplicity of design that coin- 
cides ideally with today’s build- 
ing interiors. Its steel construc- 
tion is the best defense against 
unsanitary conditions. It is fire- 
proof, and so reduces fire haz- 
ards. Rugged, long-lived... in 
enduring, bright stainless steel 
or zinc-coated steel...in color 
combinations to blend or con- 
trast with their environment . . . 
in perforated, acoustic or see- 
thru clear tempered glass pan- 
‘els. All Sherron steel booths are 
factory assembled, shipped set 
up, ready for installation and 
service. UL approved. 


Available in... 
ACOUSTIC OR SEE- THRU 
MODELS FOR RECESSED 
OR FREE-STANDING 
INSTALLATION, SINGLY 
— OR IN MULTIPLES. 


MEADOW BROOK NATIONAL BANK, West Hempstead, L. !. 
Architect: W. THOMAS SCHAARDT 


There's a Sherron booth for every location and budget in either zinc coated, cold rolled or stainless steel 


TELEPHONE SOOTHS 


ceci SHERRON METALLIC CORP., 1201 FLUSHING AVE., BROOKLYN 37, N.Y. 
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iggest News in Construction Today! 


. NEW ZONOLITE 
DIRECT-TO-STEEL 
 FIREPROOFING... 


Saves Time...Eliminates 7" Height Per Story... 
Pittsburgh, Pa. 


Cives 3- or 4-Hour Fire Ratings... Adds Acoustical Zonolite Ditect-to-Steuí Fireproofing 
Arch.: Press & William C. Dowler & Assoc. 


i "T i ifi n han es. Gen. Contr.: Mellon-Stuart 
Benefits Simplifies Te ont c 9 Plast. Contr.: Easley & Rivers 


"vM 


"AC PT OM LL 


ИСИГИ 


ИИИ R 
at > 


-i 


Underside of steel deck prior to applica- 


Machine plasterer fills flutes with mate- © Finished fireproofing presents pleasing 
tion of Zonolite Direct-to-Steel Fireproof- rial. Spot troweling only is required. surface. Photos taken at Bell Telephone 
ing. Oil, dirt removed for strong bond. Finish fireproofing coat is then applied. Company Building, Pittsburgh, Pa. 


DIRECT BOND TO UNDERSIDE Now you can specify fireproofing to be applied directly to 


the underside of steel floors. Zonolite Acoustical Plastic, 
OF STEEL FLOORS SAVES machine-applied, bonds firmly to steel, saves several inches 


TIME, WEIGHT, SPACE per story in height, saves days on construction schedules, 
affords 3- and 4-hour fire ratings. 


CORRUGATED 


Because fireproofing is up high—out of the way—there 
is free access to the mechanical installations. Tenant 
changes are easily accomplished without cutting through 
the fireproofing. 


CELLULAR 


For any type steel floor construction, in new work or 
renovation, Zonolite direct-to-steel fireproofing offers the 
best combination of fire-protection, economy, acoustical 
benefits, and speed of application. Mail coupon today for 
full information for your next project. 


ee ae NINE ишин HUS NAT INI CONUS: eae ee a аыр ON 

1 ZONOLITE COMPANY Dept. AR-108 

: 135 S. La Salle St., Chicago 3, Ill. 

i Send me Data Sheet PA-35, and Specifications on Direct-to- 
: Steel Fireproofing. 

: Name 

1 

т. Firm M 
P 

4 Address 

+ City | 1 опе State ŻČ y 


ARCHITECTURAL RECORD October 1958 379 


could you convert this to а gym in 12 minutes? 


Without taking up valuable wall space?.... 


You can with Sico System Rolling-Folding Tables. 
Sico's exclusive ‘“‘Floating-Fold”’ substitutes precision 
balance for dangerous locks and latches—even small 
children can fold a Sico table safely and easily in seconds, 
then rollit away to a storage area. À whole room can 


With children doing the converting? 


architect can choose from four scientifically designed 
rolling-folding bench-table units and one stationary 
table with folding benches. Whatever Sico System unit 
you choose, you have complete architectural freedom 
in your multi-purpose room planning— there are no 


be converted from one use to another in minutes. The construction limitations with the Sico System. 


For complete architectural information on the Sico System write to... 


Sico Manufacturing Company, іпс., Dept. 960 0090 5215 Eden Ave. So., Minneapolis 24, Minn. 


WHEN YOU INSTALL 


TRIPLEX 
Fe Cincubeatons 


You will save money on: 


HOME 
INSURANCE... 
Save paint, wood, metal with MIDGET LOUVERS 


Controls moisture vapor, eliminates rot, 
corrosion, excessive heat... just drill 
hole, press into place, no nails, screws, 
special tools. Available in aluminum an- 
odized aluminum, chrome, copper... 
all screened. Regular (rain shielded) and 
L.D. Series, sizes 1" thru 6". Install in 
wood, metal, concrete. 


* Installation costs (circulator operates 
vertically or horizontally without the 
extra cost of changing parts. 

* Lower maintenance cost eliminating the 
necessity for monthly lubrication. 

* Lower operating cost with greater gallon- 


age against higher heads. 
ILLUSTRATED CATALOG. 


Heating Specialty Ce., Jac. 


INDIANA 


Write for home preservation information 


MIDGET LOUVER COMPANY 


6 WALL STREET NORWALK, CONN. 


WRITE FOR LARGE, FREE 


PERU, 
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is EYE-APPEAL a requirement? 


need 


MOULTIL 


Smart, distinctive appearance is a flooring “must” for almost any installation . . . 
in a retail store it's a critical requirement that can even reflect in the cash register. 


But although appearance is essential, durability, maintenance and cost are also vital 
considerations. Fortunately, Moultile Asphalt and Vinyl-Asbestos Tile score on all 
points. Durable, low-cost, economical to maintain, Moultile is available in many 
striking colors and patterns. Whatever your next project, consider the many advan- 


tages you get with Moultile. 
Now quality checked by AecuRay” to meet your most exacting standards. 


Моо. 
PRODUCTS 
SINCE 1929 


MOULTILE, INC.. Houston, Тех. - Joliet, Ш. . Long Beach, Calif.. Newburgh, N.Y. 
Jubilee * Moultile Asphalt Tile • Moulflex Vinyl-Asbestos Tile • Moulcork * Parquetry 


MOULTILE, INC., Dept. M8-10, Box 128, Vails Gate, N. Y. At 
For best results Send me complete Moultile specification data. 
we recommend 
Milmark® wax... Name ——————Oc(€—Á (€ TN 
cleaner... adhesives „КИНЕ Fone Sinte 
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CHECK THESE FEATURES: 


th- 
horizontal bars sireng 
Vertice interlocking cross bars; no 


vibration. os tn alt distri- 


V Tamper-proof. cino by unauthor- 


bution cannot be m 


d persons. 

Mesh (6 x 18) filters 72% uu 
area yet darkens the duct and I" 
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14 gauge steel solid bars 5 ir 
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stock grille parts for any Size. 


THE INDEPENDENT 


REGISTER CO. 


3747 E. 93rd St., Cleveland 5, Ohio 


— Ne. 311D WG 


ous *Fabrikated" 
makes these grilles 
ptable to large sizes 


buildings. lm- 
se wea ways 


Required. Reading 


continued. from page 63 


flowers, or plants of any kind. It is 
not flagstone, brick, grass, or peb- 
bles. It is not a barbecue, or a Fiber- 
glas screen. It is an experience. If it 
were possible to distill the essence of 
a garden, I think it would be the 
sense of being within something 
while still out of doors." 

The author first treats isolated 
gardens, in order to analyze funda- 
mentals, then deals with the situa- 
ticn in which the harried landscape 
architect is called in to salvage a 
house by 'trellising the hell out of 
it," and finally, illustrates the inte- 
gration of house and landscape, made 
possible only by considering the gar- 
den as sculptured space. Interspersed 
throughout the book are detailed 


‘case histories of numerous projects 


that have enlisted Mr. Rose's talents. 
In these, as well as in the more ab- 
stract portions, many excellent pho- 
tos in both black and white and color 
are used. An added bonus is the au- 
thor's delightfully ready (and con- 
troversial) wit. 

Everywhere in this volume Mr. 
Rose's deep personal commitment to 
his work, his grasp of problems both 
esthetic and social, and his primary 
concern with people, are very much 
in evidence. —ARTHUR FISHER 


Technical References 
PRE-STRESSED CONCRETE: THEORY AND DESIGN. 
By R. H. Evans and E. W. Bennett. John 
Wiley & Sons, Inc., 440 Fourth Ave., New 
York 16. 294 pp., illus. $10. 


GRAPHIC SCIENCE: ENGINEERING DRAWING, DES- 
CRIPTIVE GEOMETRY, GRAPHICAL SOLUTIONS. By 
Thomas E. French and Charles J. Vierck. 
McGraw-Hill Book Co., Inc., 880 W. 42nd 
St., New York 36. 758 pp., illus. $8.50. 


MANAGEMENT FOR ENGINEERS. By Roger C. 
Heimer. McGraw-Hill (address above). 453 
pp. $6.75. 


MANUAL OF ACCIDENT PREVENTION IN CON- 
STRUCTION. Associated General Contractors 
of America, Inc., 20th and E Sts., N.W., 
Washington 6. Illus. (5th rev. ed.). $3.25 
(includes supplements). 


THEORY OF STRUCTURAL ANALYSIS AND DESIGN. 
By James Michalos. Ronald Press Co., 15 E. 
26th St., New York 10. 552 pp., illus. $12. 


MATERIALS AND METHODS OF ARCHITECTURAL 
CONSTRUCTION., By Harry Parker, Charles M. 
Gay, and John W. MacGuire. Wiley (address 
above). 724 pp., illus. (2rd ed.). $12. 


ESTIMATING CONSTRUCTION costs. By R. L. 
Peurifoy. McGraw-Hill (address above). 446 
pp., illus. (2nd ed.). $10.75. 


ENGINEERING SURVEYS: ELEMENTARY AND AP- 
PLIED. By Harry Rubey, George E. Lommel, 
and Marion W. Todd. Macmillan Co., 60 
Fifth Ave., New York 11. 916 pp., illus. (2nd 
ed., enlarged). $6.75. 
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HOTEL CLEVELAND 


bes 


Cleveland Room 


Dine in the splendid old world 
setting of a grand dining 
room. The menu is varied, the 
service unexcelled, 


[уш fem 


One of the brightest of the city's 
supper clubs. Dancing nightly 
from 9:00 p.m. 

Air conditioned, of course. 


A true specialty restaurant 
For Fabulous Roast Beef, 
roasted, carved and served 
to your order. 


МЕМ BAR 


Strictly stag — is this all male 
haven for good drinks, 

good food and good talk. 
Plus sports events on TV. 


ms 


TRANSIT BAR 


For rapid service in the most 

unique bar in the country . . 
decorated with an outstanding 
collection of minioture trains, 


amm a cÁ— e — — eres <“ ЕЕ — сытты —— — A one — © 


= “PATIO 


Pause — in the relaxing, informal 
atmosphere of the gayly decorated 
Patio. It's a Cleveland habit to 
say — "Meet me at the Patio.” 


es 


Coffee Shop 


Service is brisk and decor cheerful 
in the modern, air-conditioned 
coffee shop. Enjoy a tasty sandwich 
or a moderately priced meal. 


Фиша «ыло dcum Ouen? Gras cias canem es ees es ee es es ошто es oe eum 


9 7x 
CLEVELAND, OHIO 


| At Montreal’s Royal Embassy Hotel 


PANELYTE ADDS PERMANENT BEAUTY TO A SUMPTUOUS SETTING 


Magnifique! That’s the new Royal Embassy Hotel in Mont- 
real. And its beautiful interiors are designed to endure, thanks 
to Panelyte, the decorative melamine laminate, so widely 
used throughout the lobby, lounges and guest suites. 

From floor to ceiling, panels of rich Red Mahogany Pan- 
elyte provide a setting of grandeur as guests check in. Match- 
ing surfaces enhance the reception desks, too. In the adjoining 
bar and lounges, table tops and counter tops are beautifully 
protected with Panelyte. Look in any room or penthouse 
apartment; you'll find furniture, vanities and kitchenettes all 


St.Regis 


[РАЧЕТҮТЕШ 


More like private apartments than rooms, each suite 
has its own kitchenette, surfaced with Panelyte. 


surfaced the modern way—with Panelyte. 

Here, then, is lasting elegance, for Panelyte resists heat, 
liquids, scuffs, stains, scratches and impact. Keeps its bright, 
new look over the years with just a damp cloth for mainte- 
nance. Never needs repainting or refinishing, since colors are 
sealed in. What a practical luxury! 

When planning interiors, use your imagination, and versa- 
tile Panelyte for permanent beauty. See Sweets (14a/Pa) for 
installation specifications. For free samples, write Panelyte 
Div., St. Regis Paper Co., 150 E. 42nd St., New York 17, N. Y. 


For both protection and beauty, the furniture in 
each luxurious suite is also topped with Panelyte. 
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| MEMO TO MEN 
ON THE WAY UP 


WHERE THERE’S BUSINESS ACTION THERE’S A BUSINESSPAPER 


Used to be a song, back in the Thirties, titled, Little Man, 
You've Had a Busy Day. Didn't mention the Big Man. 
But his days are busy, too. He's the man who must make 
top-level decisions in business. And to make those de- 
cisions, he must have facts. All the facts. All the pertinent 
information he can get. 


He finds time, in his busy days, to get that information. 
How? By getting a major portion of it from one unique 
source: the business publications serving his particular 


field. 


No businessman, Little or Big, is fully informed until he 
reads his businesspaper. He reads it for profit, not for 


One of a series of advertisements prepared by THE ASSOCIATED BUSINESS PUBLICATIONS 


pleasure. He searches it through for news of the trade or 
industry. For facts. For fresh ideas. For new products he 
can put to work. And he reads the advertising with the 
same intense concentration he devotes to the editorial pages. 


For the man on his way toward becoming a Big Man, his 
businesspaper is especially important. Take a tip from the 
reading habits of key men at every level. Take out a sub- 
scription of your own. Then, make the time to read every 
issue—and read it thoroughly. 


This space contributed by: A ГС h ite ct ura | Re cor d 


“workbook of the active architect and engineer” 
ees 


V-LOK 


TRADE MARK REGISTERED 


Interlocking Framing System 


High School, i; 
South Lyon, Mich. ling a dp 
—all V-LOCK construction. ICM" 

W. T. Anicka and Associates, Architect 


PATENTED 


For Fast, Low-Cost Steel Framing 
ONE METHOD STANDS OUT! 


MACOMBER V-LOK provides a strong, rigid connection that needs 
no on-the-job bolting, riveting or welding. An entire building can be 
framed and under roof a few days after steel delivery. Finishing work 
ean start immediately, regardless of weather. Completion and occu- 
pancy can be months sooner than with any other framing system. 


To reduce cost per square foot and have the structural ruggedness 
of cold-rollforming, design with Macomber V-LOK. 


V-LOK Design Manual is available. 


MACOMBER 


= [JO € e e e e e e e e 6 € 6 e o» 9 e 9 * 9 € 6 9 9 € 6 € 6 9 € € € € 9 € эе ө 9 € ө € 9 € see € 


CANTON 1, OHIO 
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»w to plan for 
handling acid wastes 


Your problem, where disposal of acid wastes is concerned 
in plant or laboratory design, is in getting them to the point 
of disposal... safely. 

The answer? 

Glass .. . PyREX brand “Double-Tough” glass pipe. 

Unlike other materials, once in, PYREX pipe is there to 
stay. No acids, except hydrofluoric and raw phosphoric, will 
attack this glass. And even though the effects of these two 
acids are measurable after some time, PYREX brand glass 
No. 7740 will still provide a whale of a lot of worry-free time. 

But what about fragility? 

This particular glass formula is made for industrial use. 
It will stand years and years of service. And acid materials 
won't weaken it. You've seen metal pipe that acids have cor- 
roded to paper thinness. You'll never see that with PYREX pipe. 

And speaking of seeing. PYREX pipe is transparent. Any- 
one in the plant can always see exactly what's going on in- 
side of it. It’s easy to clean, too... 
visibly clean. 

It can be installed as easily as ordi- 
nary pipe .. . and it comes in sizes from 
1” to 6” in diameter with a wide range 
of fittings. For detailed information, 
send for Bulletin PE-3. 


CORNING GLASS WORKS 


25-10 Crystal Street, Corning, New York 


Please send me Bulletin PE-3, "PYREX brand ‘Double-Tough’ 
Glass Pipe and Fittings." It details the complete line, 


оо ре ee ree DEG — —— A 
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Bonded “Electro-Sheet” Соррегіп 


CONCEALED FLASHING 


Gives Enduring Protection 


“Electro-Sheet” is pure thin copper produced by elec- 
tro-deposition in long, wide rolls—in weights of from 
1 to 7 ounces per sq. ft. 


Durable and Economical —when bonded to other 
materials, for flexibility and easy handling, it provides 
a lasting product for concealed flashing and damp- 
proofing uses at relatively low cost. 


In a Variety of Forms —Electro-Sheet” is furnished 
to manufacturers who bond it to high-grade building 
papers and fabrics, or coat it with asphaltic compounds. 
The finished products are available in long lengths, and 
widths to 60”. For names of manufacturers, write: The 
American Brass Co., Waterbury 20, Conn. In Canada: 
Anaconda American Brass Ltd., New Toronto, Ont. 

5648 


ANACONDA 51021 


VALUABLE AIDS FOR 
ARCHITECTS AND ENGINEERS 


See our complete listing 
on pages 359 to 362 


F.W. DODGE 


[ 


CORPORATION 


DODGE BOOKS 
F. W. DODGE CORPORATION 


119 West 40th Street 
New York 18, N. Y. 


lavestigated claims of mal- 
function of panic exit de- 
vices indicate incorrect loca- 
tion of trim as the major 
Cause. 


UNI-TRIM 


UNI-TRIM Exit Devices pre- 
and lock 


forming a coordinated unit ac- 


cisely align trim 
tually strengthening the door 
and providing a rigid fastening 


of both lock and trim. Exterior 


screws being eliminated, UNI- 
TRIM improves the appearance 
of the door. UNI-TRIM devices 
require 20 reinforcing in hol- 
low metal doors. INo sex bolts 
are required on kalamein doors. 
UNI-TRIM devices are tops for 
replacement in pre-cut doors. 


Леш 


Standardized 
Stainless Steel 


NO MARRING ON 
THE FINISHED FACE 


CORNER 
GUARD* 


e For use on tile, 
concrete block, or 
plastered walls 


e No visible screws 
or spot weld marks 


e Lower installation costs - 
e Lower initial costs 


*Patent Pending 


A patented adjustable anchor makes 
Wilkinson Standard Stainless Steel 
Corner Guards superior to others. 


These anchors, inserted into the corner 
guard as the workman builds the wall, 
eliminate all weld marks or screw heads 
from the surface of the corner guard. 


They're money savers too—lower in initial 
cost, and less expensive to install. 


Standard Models are available for tile, 
concrete block or plastered walls. 


detailed 
literature 


Wilkinson 


Inc. 


WILKINSON CHUTES, INC. 
619 East Talimadge Ave., Akron 10, Ohio 


e*99€$?$92920060920629 9 


AS LITTLE AS 15c PER LETTER 


In Colors and 
Wood Grains 


The lettering is deeply en- or special sizes 
graved into the tough, weath- *$**9090699*08292669*99929209299 
erproof, pressure-laminated ` | 


THOMAS B. SLAY, JR. 


COMPTROLLER 


KNIGHTPLATES in standard 


plastic, to expose the contrast- 
ing core for high readability 
and permanent attractiveness. BEGINNER SUITE 

H "bi i f : 14 1 f 
KNIGHTPLATES can't fade nor . vé aere 
chip like point; do not rust, 
tarnish or peel; can be easily | | 
removed when desired; require  : 
no maintenance. 9 stock color 
surfaces and 6 smart wood 
grain designs harmonize per- 
fectly with any decorator 
scheme, 


KNIGHT PROJECTING SIGNS 
complete with hardware 


**96696906€0€9060606606092€602294€696299 


Guaranteed. Satisfaction. 


‘KNIGHT: 


KNIGHT DESK PLATES in 
6 attractive styles 


ating 


5975 Armour Drive 
Houston 20, Texas 


WRITE FOR FREE SAMPLES, 
CATALOG AND PRICES ON 
YOUR ORGANIZATION'S 


ёогооооовов 


Dept. АВ-5 
LETTERHEAD Dealer Inquiries Invited 
EENE EEIE ELON AION A SEE SWEET’S CATALOG 
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Index to Advertising 


PRE-FILED CATALOGS of the 
manufacturers listed below are avail- 
able in the 1958 Sweet’s Catalog 
Files as follows: (A) Architectural 
File (green), (IC) Industrial Con- 


struction File (blue), (LC) Light 
Construction File (yellow). 
Abolite Lighting Div., Jones 
Metal Products Co. .......... 256 
Adams-Rite Manufacturing 
РОТА 252-253 
Aerofin Corporation ........... 385 
Air Devices, Ine. ...5. 9n 50 
Alberene Stone Corporation ... 328 


Allen Cooler & Ventilator, Inc. . 284 


Allen, W. D. Manufacturing 

QOL эзшзжазшажеаш ижи sais © ors 258-259 
Allied Chemical Corporation ... 70B 
А Aloe, A. Б. COs vsiecsoiucu ser 387 
Altec Т "Corp. аашаа 316 
American Blower Division .. 254-255 


American Brass Company ..... 390 


A-IC American Bridge Division ... 
248- 249, ип 
American Gas Association .... 30-3 
American Laundry Machinery 
COs еза вее eis UE 346 
A American Olean Tile Co. ...... 53 
A-LC American Saint-Gobain Corpora- 
TIGIL. sccrosnewm ew t manm e meom as 42-43 
A-LC Ameriean Standard ........ 254-255 
A-LC American Telephone & Tele- 
оу Gi acs 8 eid amine 131 
A-LC American Welding & Manufac- 
turing Сб. e... rr 386 
A-LC Ameriean Window Glass Divi- 
BIOS. cane des wre: e ISP wrens a 42-43 
A-LC Andersen Corporation ......... 26-27 
A Anemostat Corp. of America .. 233 
Architectural Record ....... 374-375 
A Armco Steel Corp. ............ 100 
A-LC Armstrong Cork Company .... 33-40 


A-IC 
A-IC-LC 


A-IC 
A-IC 


A 
A-LC 


A-IC-LC 
A-IC 


A-IC 
A-LC 


Associated Business Publications 384 


Barber-Colman Company ... 327-329 
Barrett Division, Allied Chem- 

len] COED. «кзз жи алыр жа же i 70B 
Bell Telephone System ........ 131 
Best Universal Lock Co., Ine. .. 294 


Bethlehem Steel Company 
107 to 110, 293, 371 


Bigelow Rugs & Carpets ...... 312 
Bird & Son, Ine. .............. 11 
Bituminous Coal Institute ..... та 
Blue Ridge Glass Corp. ........ 351 
Boeckh, E. Н. & Associates .... 386 
Borden Metal Products Co. .... 61 
Bradley Washfountain Co. .... 312 
Briggs Manufacturing Company 70 


A Brunswick-Balke-Collender 

Company six sae юз вшажекж вав 144-145 
Bryant Electric Company .. 65 to 69 
Buensod-Stacey, Ine. ....... 264-265 
A-IC Butler Manufacturing Co. ..... 366 
A-:U nsyers, А. M. Company ........ 4 
A-LC California Redwood Association 116 
A-lU-LLC Carrier Corporation ........ 296-297 
A-IC Carter-Waters Corp. .......... 253 
A Case Manufacturing Corp. .... 103 

A-IC Ceco Steel Products Corpora- 
ТОЙ ароз wars ale ate 314-315 


Certified Ballast Manufacturers 247 


Chase Brass & Copper Co. ..... 307 
Cipeo Corporation ............ 44 
Cleaver-Brooks Company ...... 246 
Cleveland Crane & Engineering 

гор ртр 373 


College and University Business 367 


A-IC Conerete Reinforcing Steel In- 
SALITE кита кеяуъи нк nare Gre AH 138 
A Connor Engineering  Corpora- 
HOW жр Ла eens hoagie ave 305 
A Connor Lumber & Land Co. ... 387 
A-IC Continental Air Filters, Inc. .. 54-55 
A Cook, Loren Company ........ 387 
A-IC Cookson Company ............ 268 
Copper & Brass Research As- 
ВОВА О. · а оер вълна ore emis 16-17 
A Corning Glass Works ......... 390 
A-IC Corrulux Division L-O-F 
Glass Fibers Co. ............. 97 
A-LO Crane Co. .................. 80, 132 
A Crawford Door Company ...... 71 
A Curtis Lighting, Inc. ........ 147-150 
A-IC Day-Brite Lighting, Inc. .... 104-105 
Deluxe Metal Furniture Co. .... 264 
A-LC Devoe & Raynolds Co., Inc. .... 341 
Dodge Books ......... 359,-362, 390 
A-LC Donley Brothers Metal Products 29 
A-IC-LC Douglas Fir Plywood Associa- 
WOM жайыз nd no Erro 262-263 
A Dox Plank Mfrs. Assn. ........ 344 
A Dunham-Bush, Inc. 
Brunner Division — swh a 76 


NEW YORK—H. Judd Payne, Publishing Director; 
motion & Research Mgr.; Richard C. Crabtree, Sales Service Mgr., 
vertising Production Mgr.; Harry M. Horn, Jr.; 


Du Pont, E. L De Nemours & 
Co., Ine., Elastomer Chemicals 
Dept. 


FALO—Benton B. Orwig, 70 Niagara St.; 


Anderson, Charles L. Reed, Jr., 


A-LC Dur-O-Wal Products, Ine. ..... 257 
A-IC Dusing & Hunt, Inc. .......... 276 
A Eastern Products Corp. ....... 234 
A Ellison Bronze Co. ............ 358 
AIG Executone: sinssssaserass EYES 334 
A-IC Facing Tile Institute ......... ТОА 
Federal Seaboard Terra Cotta 
CORD. aces weveren ани тыйу 91 
A Fenestra, Incorporated ..... 324-325 
A-LC Fiat Metal Mfg. Company ..... 83 
Fitzgibbons Boiler Co., Inc. .... 106 
A Fleet of America, Inc. ........ 385 
A Follansbee Steel Corporation ... 277 
A General Bronze Corporation ... 113 
A General Tire & Rubber Com- 
PADY visare ome RUE EG kx река а» 357 
A-IC-LC Gering Products, Ine. ......... 301 
Gibson Manufacturing Com- 
PANY Pr 84-85 
A Glynn-Johnson Corporation ... 112 
A-IC Granco Steel Products Co. ..... 2-3 
A-IC Grinnell Company, Inc. .. 2nd Cover 
Hager & Sons, C. Hinge Mfg. 
(OL serrana r R SEGRE 135 
A-LC Harris Manufacturing Co. ... 353 
A Haws Drinking Faucet Com- 
DODY quemad LES Rs esas 352 
A Hoffman Specialty Mfg. Corp. . 289 
A Holcomb & Hoke Manufacturing 
Cosy Дис жиеш аца шеге RS 316 
Holophane Company, Ine. ..... 102 
A-LC Homasote Company ........... 364 
Hotel Cleveland ............... 382 
A Huntington Laboratories, Inc. . 365 
A Hussey Mfg. Co., Inc. ......... 306 
A-IC Imperial Brass Mfg. Co. ...... 250 
A Independent Register Co. ..... 382 
Infra Insulation, Ine. .......... 8 
A-IC-LC Inland Steel Products Company 243 
A-IC-LC Insulrock Company ........... 24 
International Nickel Co., Inc. .. 82 
A International Stee} Company .. 350 
A-LC Iron Fireman Mfg. Co. ....... 19 
A Jamison Cold Storage Door Co. 283 
Janitrol Heating & Air Condi- 
tioning Division Surface Com- 
bustion Corp. ............. 278-274 
A Jenn-Air Products Со., Тһе. ... 92 
A-IC Jennison-Wright Corporation .. 117 
A-IC-LC Johns-Manville ................ 298 
Jones & Laughlin Steel Corp. .. 311 
A-IC-LC Kaiser Aluminum & Chemical 
COPD. араатан ROM 302-303 
Kelley Company, Inc. ......... 284 
A-LC Kennatrack Corporation ....... 304 
A-IC Kerrigan Iron Works, Inc. ..... 309 
Kewaunee Mfg. Co. ............ 52 
A Kimble Glass Co., subsidiary of 
Owen-Ilinois ............... 58-59 
A-IC-LC Kinnear Mfg. Co. ............. 260 
Knight Manufacturing Co. .... 391 
Kohler Co. .......:........ 142, 368 
Koppers Company, Ine. ....... 137 
Laclede Steel Company ........ 94 
A Larsen Products Corporation .. 376 
A LCN Closers, Ine. ......... 240-241 
A-IC Lennox Industries, Inc. ....... 335 
A-IC-LC Libbey Owens Ford Glass Co. 
97, 127-130 
Lighting Products, Inc. ....... 269 
Linen Supply Association of 
America ............... eee 14 
A Lockwood Hardware Mfg. Co. . 272 
Lone Star Cement Corporation . Ei 
A-IC Macomber, Ine. ............... 389 
A-IC Mahon, R. C. Company .... 278-279 
A-IC Maintenance Inc. ............. 370 
A-LC Marsh Wall Products, Inc. ..... 114 
A-IC-LC Masonite Corporation ......... 95 
A Mastic Tile Corp. of America .. 295 
A-IC McKinley Iron Works ......... 3893 
A McPhilben Lighting Co. ....... 242 
McQuay, Ine. ...,............. 281 
A Medart, Fred Products Co., Ine. 75 
Midget Louver Company ....... 380 
A-IC Miller Company .............. 123 
A-IC-LC Mississippi Glass Company .. 266-267 
Modern Hospital Publishing Co., 
Ine; Thé isse snc cmn mew 367 
А Moe Light .................... 394 
A-IC Montgomery Elevator Company 280 
Monsanto Chemical Company . 345 
A Mosaic Tile Company ...... 291-292 
A Mosler Safe Company ........ 87-90 
A Moultile, Ine. .............. s. 381 
A-LC Mueller Brass Co. ............. 139 
A Murray Tile Company, Incor- 
porated агаа инана 93 
A-IC-LC Nateo Corporation ............ 101 
National Clay Pipe Manufac- 
tuners, Ine, suia Eno 338 


Michael J. Davin, 119 W. 40 St.; 


scher, 321 Hanna Bldg.; LOS ANGELES—Bob Wettstein, 
DELPHIA—Tom Tredwell, James E. Boddorf, 1321 Arch St.; PITTSBURGH—John С. Jackson, 411 Seventh Ave.; 


21 5. W. 


ton St. 
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672 S. Lafayette Park Pl; 


National Concrete Masonry As- 


SOCIHOD уз». cov ie hem 238 
National Electric Products .... 118 
National Gypsum Company .... 308 
National Oak Flooring Manu- 

facturers’ Association ........ 111 
Neo-Ray Products, Inc. ........ 332 
New Castle Products, Inc. ..... 21 
Norton Door Closers .......... 310 
Onan, D. W. & Sons, Inc. ...... 370 
Otis Elevator Company ........ 51 
Overhead: Door Corporation 336-337 
Peelle Company .............. 313 
Penn Metal Company, Inc. .... 96 
Peterson Window Corp. ....... 340 
Pittsburgh Corning Corp. .. 342-343 
Pittsburgh Steel Co. ........ 286-287 
Pittsburgh Plate Glass Co. ... 64-333 
Pomona Tile ................. 251 
Pomeroy, S. H. Company ...... 146 
Portland Cement Association .. 122 
Powers Regulator Co. ...... 354-355 
Pratt & Lambert, Inc. ........ 299 
Precision Parts Corp. ......... 284 
R.L.M. Standard Institute ..... 79 
Red Cedar Shingle Bureau ..... 78 
Republic Steel Corp. .......... 46-47 


A Rileo Laminated Products, Ine. 339 
A Rixson, Osear C. Company .... 326 
A Robbins Flooring Company .... 126 
Roebling’s Sons Corp., John A. 356 
A Rolsereen Company ........ 321-323 
A Rowe Manufacturing Co. ...... 290 
Russell & Erwin Division, The 
Ameriean Hardware Corpora- 
HOD: Qm ux жыйа бйз ied Sun ae 77 
A-LC St. Regis Paper Company ...... 383 
Saran Yarns Company ..... 120-121 
A Sargent & Greenleaf, Inc. ..... 391 
A Schlage Lock Company ........ 81 
A-IC Schundler, F. E. & Company, 
по PP Tr 3rd Cover 
A Sedgwick Machine Works ..... 48 
A Sherron Metallic Corp. ........ 378 
A-IC Shlagro Steel Products Corp. .. 55 
A Shwayder Bros., Inc. ......... 22-23 
Sico Manufacturing Company, 
ING. экза ркан sian masters 380 
A Silvray Lighting, Inc. ...... 288-322 
A-IC Sloan Valve Company .... 4th Cover 
A-IC-LC Sonoco Products Company ..... 369 
A Speakman Company .......... 1 
Square D Company ........... 98-99 
Staedtler, J. S., Inc. ........... 300 
A Stanley Works ................ 261 
A-IC Stark Ceramics, Ine. .......... 119 
A-IC Steel Joist Institute ........ 140-141 
A-IC Stran-Steel Corp. ............. 347 
A-LC Stylon Corporation ............ 368 
A Summitville Tiles, Inc. ........ 49 
A-IC Sunbeam Lighting Company ... 143 
Sweet’s Catalog Service ....... 393 
A Sylvania Electric Products, 
li Wr" 348-349 
Thiokol Chemical Corporation . 285 
A Thomas Industries ............ 394 
A Tile Council of America ...... 62-63 
A-IC Timber Structures, Inc. ....... 275 
A Titus Manufacturing Corpora- 
TOR, „зиев жакшы кеа 124-125 
Todd Shipyards Corporation ... 372 
Triplex Heating Specialty Co. . 380 
A United States Ceramic Tile 
(ООРУ: cewsanesexcas 256608 57 
A-LC United States Plywood ........ 45 
A-IC United States Steel Corporation 


A-IC-LC 


A-IC 
A-IC 


A-IC 


A-IC 
A-IC 
A-LC 


(Subs.) .. 86, 248-249, 270-271, 363 
Vance Industries, Inc. ......... 368 
Van Range, John Co. ......... 282 
A Vogel-Peterson Co. ............ 63 


Vogt Machine Company, Henry 386 


Vonnegut Hardware Co. ...... 385 
Wasco Products, Inc. .......... 134 
Weirton Steel Company ....... 115 
West Coast Lumbermen's Asso- 
[oot MP" 133 


Westinghouse Electrie Corp. 317-320 
Westinghouse Electric Corp., 
Water Coolers ........... 244-245 
Westinghouse Elevators & Elec- 
trie Stairways ........... 330-331 
Weyerhaeuser Sales Company .. 377 
Wheeler Reflector Company ... 280 


Wheeling Corrugating Co. ..... 73 

A Wilkinson Chutes, Inc. ........ $91 
Williams Equipment and Supply 

COs suxykEXAG RARE 72 

Woodall Industries, Inc. ....... 18 
Wood-Mosaic Corporation of 

Canada, Ltd. .... жаз» 136 

Zonolite Company ............ 379 


A-IC-LC 


Robert F. Marshall, General Manager; Tom Tredwell, Advertising Mgr.; Blake Hughes, Pro- 
Benton B. Orwig, Director of New Business Development; Terry Wunk, Ad- 
BOSTON—Harry M. Horn, Jr., 855 
CHICAGO—Claude B. Riemersma, Regional Sales Mgr.; Robert T. Franden, David K. Bortz, James A. 
919 N. Michigan Ave.; CLEVELAND—John C. Jackson, Regional Sales Mgr.; Joseph F. Palmer, Louis F. Kut- 
MIAMI—Benton B. Orwig, 802 N. W. First St.; 


Park Square Bldg.; BUF- 


PHILA- 
PORTLAND—Bob Wettstein, 


Washington St.; ST. LOUIS—Claude B. Riemersma, John I. Howell, 38,2 W. Pine Blod.; SAN FRANCISCO—Bob Wettstein, 355 Stock- 


A-IC-LC 


These symbols tell you 
which advertisers’ catalogs 
are INSTANTLY ACCESSIBLE 


in your office 


The great majority of Architectural 
Record advertisers employ Sweet’s Cat- 
alog Service to maintain their catalogs 
continuously in the offices of qualified 
architects, engineers, and building 


contractors. 


By doing so, these manufacturers make 
it easier than is otherwise possible for 
you always to have instant access to 
further information about their prod- 
ucts or services. 

The above symbols* are included in 
the facing Advertisers’ Index as a quick 
guide to which advertisers’ catalogs are 
in your Sweet’s File — Classified by 
product type, indexed, up-to-date, and 
always ready for use whenever you 


want them. 


Sweet's Catalog Service 
Division — F. W. Dodge 
Corporation 
119 West 40th Street | 
New York 18, N. Y. 


* A (Architectural File) IG (Industrial Construction File) 
L.C (Light Construction File) 


| name 
| firm 
| address 


city 


don't specify less 
than the best! 


mckinley cast abrasive nosings 
last the life of the building 


another mckinley first... 


invisible integral anchors 


unmarred appearance 
can't rust out or loosen 
lower installation cost 
no maintenance 


extrusions have their place— 
but NOT in heavy traffic areas! 


the magnified cut-away shows how 
mckinley cast abrasive products have 
many thousands of pieces of small 
irregular aluminous aggregate in 
their wearing surfaces. 


see our catalogs in sweets files: 


A—bi/Mc, 6e/Mc, 13b/Mc . . . 1C—3e/Mc, 3h/Mc. 


imckinley iron works 


| p-o. box 790 e fort worth, texas 


send complete specifications on: 


|) ABRASIVE PRODUCTS [] CONSTRUCTION 


[] IRON DESIGNS CASTINGS 


[| * 
| BY APA ә е 
E MOE LIGHT 


WITH DRAMATIC LIGHTING! 


| 
| 
| 
| 


Architects and decorators аге 
proving to practical businessmen in 
ever increasing numbers that the 
imaginative use of IL* lighting fixtures 
in commercial establishments 

brings benefits far beyond the functional 
advantage of better lighting... benefits 
that can be measured by business 
yardsticks such as “greater prestige,” 
“enhanced goodwill,” "more 
customer-appeal” and even 
“increased sales.” 


j ашшы Ц | 
Photograph by courtesy of For FREE manual of creative lighting, 


Palm Beach Terrace Motel, Palm Beach, Florida Г : 
for the interested professional only, 


just clip this advertisement to 
your letterhead and mail it TODAY. 


WIL 


SM Wy 
Ny i = 
S 
СТМ 


WM 


^w THOMAS INDUSTRIES INC. 
LIGHTING FIXTURE DIVISION 
Executive Office: 41O S. Third St., Louisville 2, Ky. 
Leaders in Creative Lighting 
*Inspiration-Lighting by MOE Light 

for Commercial Installations 
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